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Mine-Laying German "U" Boat Captured By British 


Italian Passenger Steamer Shelled 


By Hostile Submarine In 
j 
i 
Mediterranean 
i 


. 
» 


RUSSIANS FORCE FIGHT; 


_ 
i 


Activity Resumed at Verdun Fiercely Asj 


When the Attack Opened 
I 


In February 
i 


LONDON, Aug. 4.—A gain for the 


British west of Pozieres on the front 


the French positions but the assaults 
broke to pieces' before the Iron de- 
fense of the French soldiers. 
, — 
-I-.*,.-, tcuae vi LUC n icutu BUJUIOIO. 
between the Ancre and Somme rivers 
After occupyfng the 8outhern part 


is recorded in the official statement 
issued by the British war office this 
afternoon. 
North of Bazentin-Le-Petit and | 


northwest of Delville 
wood, somej 


German prisoners were captured in 
minor operations. 


Near the Ypres-Comines road the 


British exploded a small mine in the 
German lines and occupied the cra- 
ter.There were artillerjr .duels of vary- 
ing intensity at a' number of points 
on the British front. 


ROME, Aug. 
4-—More than 50 


persons, most of them passengers, 
perished 
when the Italian mail 


steamer Letimbro was shelled by a 
nostile-svLbgnarine in the Mediterran- 
ean according to the latest reports 
available today. The bombardment 
of this vessel while the passengers 
and sailors were taking to the boats 
was declared in high quarters to be 
a violation of the pledge that Ger- 
many gave to the United States to j 
wage its submarine warfare in the 
future with due regard for the safety 
of non-combatants. 


It is not yet known whether the j 


submarine 
which 
bombarded 
the j 


Letimbro 
and 
subsequently sank, 


the steamer was of German or Aus-j 
trian nationality, but it is expected 
the United States will order an in- 
vestigation and call sharply to the j 
attention of the German government j 
the fact that an unarmed passenger) 
carrying steamer was shelled by a j 
Teuton submarine with fatal effect. | 


The Letimbro had tried to escape | 


from the submarine was not denied 
in the reports 
received today but 


they asserted that whatever loss of j 
life occurred after the steamer had i 
been overtaken, had come to a stop, j 
and was putting 
all on board into j 


. small boats. 


One of the messages giving only 


meager details of the submarine's I 
attacks stated that 
two 
of these 


boats were shattered by the subma- 
rine's fire. 


PETROGRAD, 
Aug. 4.—With 


Field Marshal Von Hindenburg now 
in supreme command of the German 
and 
Austro-Hungarian 
armies 
in 


Poland and Galicia, the Teutons are 
struggling with renewed desperation 
to stem 
the 
Russian 
advance on 


Koval, Vladimir-Volynski, Sokal and | 
Lemberg. 
j 


Driving from the 
northeast and 


the 
southeast the Russians 
have 


forced a general engagement 
with 


two big Austro-German army groups 
over a front of one hundred miles, 
extending from 
Ljubaschewo, just 


south of 
Pripet 
river, 
to a point 


southwest of Brody. 


The Russians are within artillery 


range of the defense of the German 
base at Kovel, but they have been 
hampered in getting their big guns 
up to the front by the bad conditions 
of the roads and the flooded rivers, j 


Severe artillery duels 
and active j 


aerial operations 
are 
taking place j 


along the Dvina river, tho only point 
on the whole front where, the Teu- 
tons have not been rolled back by i 
the trip-hammer blows of the Rus- 
ilana. 
: 


of Fleury the Germans tried to sweep 
into the northern end of the village 


(Continued on Page Two) 


r\ Weather for Ohio 


and Vicinity 


Mostly 
fair 
tonight 


and 
Saturday; 
cooler 


Saturday in north por- 
tion. 


OF FEDERAL 


400,000 Freight Handlers May 


Be Involved In Most Gigantic 


Labor Difficulty 


LEADERS ARE CONFERING 


'Big Chiefs' of the Brotherhoods Reported 


to Be Opposed to Arbitration ot 


Controversy 
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This German submarine the 


•U. C. 5" 
constructed 
as an 


undersea mine-layer was captur- 
ed by the British. This photo- 


graph 
passed 
by 
the 
chief 


censor of the admiralty, is the 
first to arrive in this country. 


Mexican Troubles To Be Settled 


By Joint Commission Deal 


SUMMARY OF 


Friday, August 4, 1916. 


LOCAL. 


Y. M. C. A. architect plans 


selected. 


W. E. Baxter named as coun- 


ty examiner. 


Mission church to have cele- 


bration. 


Sliawnce township 
to erect 


$20,OOU school. 


Lima oil is down ten cents 


again. 


U. A. 
R. and other bodies 


patriotic to hold picnic. 


L. E. & W. will spend half- 


million dollars. 


Rescue 
home keeps 
up its 


its good worn.. 


Naturalization cases Monday. 


NATIONAL. 


Infant plague decreases. 
Mexican troubles 
to be set- 


tled by joint commission deal. 


Many can leave 
Ohio regi- 


ments in present month. 


Herrick wanted to be recalled 


from Paris past. 


Railway strike 
deal 
halts, 


waiting move o£ federal board, 


Man falls six floors to death 


below. 


U. S. signs treaty for Danish 


Islands. 


FOREIGN. 


British gain near Ancre and 


the Somme with artillery busy. 


Italian 
passenger 
steamer 


shelled by hostile submarine. 


Russian force light on west- 


ern war front. 


Activity in Verdun region as 


fierce as in February. 


WASHINGTON, Aug. "4—A speedy 


settlement of all the differences ex- 
isting between the do facto govern- 
ment of 
Mexico 
and 
tWe United 


States was seen by officials here to- 
,day following the delivery 
to the 


! state department of General Carran-; 
IZP.'B reply to this government's note 
lot July 28. 
| 
Carranza has appointed the Mexi- 


Icans to serve on the joint commis- 
sion which will be given the work of 
settling the differences between the 
two countries. 
The note also states 


that Eliso Arredondo, 
ambassador 


designate here, had been empowered 
U> treat with the state 
department 


regarding the place and time of tne 
commission's meeting. 


The proposal of the United States 


that the commission's 
powers 
be 


such that it would deal with all prob- 
lems affecting 
not directly 


t\vo covmtries was 


answered. 
The 
note 


states the Mexicans appointed to the 
commission had been instructed "to 
devote their attention preferably to 
the solution of the points mentioned 
in the previous note." 


Officials took this to mean 


the commission could take up other 
things if it. deemed it best to do so. 


The note did not 
mention 
the 


withdrawal of the American troops, 


men named by Carranza to serve 
the commission, are Lhis7Cabrera, 


earranza's minister of llnance, 1s- 
nacio Bonillas and Alberto J. Pani. 


Arredondo expects to confer with 


Acting Secretary of State Polk late'' 
today to decide upon a time and 
place for the meeting of ,|l.e commis- 
sion. It was stated that Asbury Park 
and Atlantic City, N. J., are being 
seriously considered. 


The full text of the Mexican note 


as given out at the Mexican embassy 
follows: 


"Mr. Secretary—-In due reply to 


the courteous note of the department 
of state dated July 2S, 191fi, 1 have 
the honor to say to your excellency 
that the first chief of the constitu- 
tionalist array, in charge of tin- ex- 
ecutive power of the Mexican repub- 
lic congratulates himself upon the 
laudable efforts of i.he American ROV- 
einmp.nt to arrive at a solution of 
existing difficulties between the two 


that countries and to that effect consider 


ii of the greatest importance that a 
prompt decision be reached of the 
points which 
differences 


have caused 
'between 
the 


existing 


United 


States and Mexico, referred to in the 
note of the Mexican .^overnmat, dat- 
ed July 4 last, has eeen fit to appoint 
at once a commission of three per- 
sons (instituted by Licenciate Lu!s 
Cabrera, Engineer Ipnacio 
Bonillasj 


and Engineer Alberto J. 
Pani, to 


which instructions have been Klven 
to devote their attention preferably 
to the solution of the points men- 
tioned in the previous note of this 
department. 


"Llcenciate Eliseo Arredondo has 


been authorized to treat 
with 
the 


department of state the matter of 
details relating to he place and date 


WASHINGTON, AUK. •'•—All nrjjot lut ions of any character which might 


interfere with efforts or the IJniiMl States lioard of mediation and concili- 
ation to set (It* the imminent railroad Ntrike, are to he postponed while the 
Ixinril awaits development in what- it considers the biggest labor crisis 
which has faml the I'riiteil States for years. This announcement WM made 
today by .Indue \V. I'. Chambers, head of Hie board. 


The principal ca.se now oil hand is that involving the threatened strike 


of 4,8<H» telegrapher* ,,f the Itultimore & Ohio sytitent. 
W. H. Hanger, 


named yesterday as a commissioner of the board by President Wllfton, Is In 
| Italtiinore arranging for a postponement of negotiations |n this CM« until 


i the larger problem takes a definite turn. All the le«s«r cases are to be 


{ swept aside for the present. 


Judge Chambers declared that the 


board will not interfere in the strike 
situation until it Is necessary, but 
that the body will not see the 400,- 
000 freight handlers quit work with- 
out interceding whether or not it is 
formally 
invited. 
Only 
informal 


overtures have been made to the 
board to take a hand so far. 


Judge Chambers 
predicted 
that 


when representatives of the men and 
railways meet in New York on Aug- 


CAMP WILLIS, O.. Aug. if.—The ust $, an agreement will be reached 


(•.bsencu of information as to what 
disposition will be made of the Ohio 
troops is causing soldiers each day 
to take advantage of the order of tliej 
war department instructing the re-] 
If use of men with dependents and to 
st;ek to leaves the service at the ex- 
piration of tliir three years terms). 


I'.ecause nf the fact that recruit- 


ins is more brisk each year in Au- 
gust, tht? time of the annual encamp- 
ment, there will be about 250 en- 
listed men who can apply for their 
discharge before the month is out, 


to arbitrate the difficulties. Throues 
Judge Chambers, 
President Wilson 


is keeping in constant touch with 
the strike situation, but intends to 
permit the board to handle the situa- 
tion without interference. 


which tbo commissioners of the] iirisartier General Speaks estimated 


Mexican government could meet the! today, 
commissioners of the governmeut of! 
the Tnited States in order to 
mence their labors. 


"I reiterate to your excellency the 


assurance of my highest considera- 
tion. 


"C. AOriLAU, 


"Secretary of Foreign Relations.' 


WASHINGTON, Aug. 
4.—Secre- 


tary of State Lansing and Minister 
Brim of Denmark today in New York 
signed the treaty between the l-nited 
States and Denmark 
under which 


this country purchases 
the Danish 


West Indies for $25,000,000. Sec- 
retary Lansing immediately notified 
Acting Secretary Polk who made the 
announcement today. 
Details will 


not be given out, officials here said, 


FALLS SIX FLOORS 


TO DEATH BELOW 


CLEVELAND, Aug. 4.— John 
A. 


Kucll. bookkeeper for the Cleveland 
Grains Drying company, Williamson 
building, lost, his life this morning 
when be fell from the sixth floor of 
the building through the 
elevator 


suaft to the basement. Kvitell was 071 
his way io work and as he stepped 
out of the elevator and the car shot 
upward lie lost his 'balance and top- 
pied hack into the &iaft before, tbo 
door closed. 
a hospital. 


He die« in an hour at 


until the treaty 
formally placed 


before the United States senate and 
the Danish parliament for ratifica- 
tion. 


ELYR1A—Ben Merchant, fiO, of 


Port Clinton, came here to visit his 
daughter, Mrs. Andrew Leahy, was 
taken ill and died. 


lil'LKS ALIKXS .MAY VOTK; 


COH'MHl'fi, O., Aug. 4.—Chinese 


and Japanese 
born"' in the I'tsited 


Stales are natural citizens and may 
vote h">re. 
This is the ruling given 


by 
Attorney 
General 
Edward C. 


Turner to I'rosecuting Attorney .lohn 
C. D'Alton, of Lucas county. Toledo 
politicians arc ros,ponMblo 
for the 


The men will not be discharged 


com-| U I, tji (,,.,!,,;•>; to nuivt; to tin- border 


or to deumboli/.e are received, (inner- 
al Speaks said. 


i 
A new order of the war depart- 


ment today makes it clear that. Ad- 
jutant Generals will not. DC permit- 
Ued to hold office in the, national 
guard. 
This moans tlr.it when dis- 


position is made of the Ohio militia, 
Acting Adjutant General Benson W. 


either have to resign 


NKW YORK, Aug. 4.—A. B. Gar- 


rctson, president of the Railway Con- 
ductors, and W. H. Lee, head of the 
trainmen, held a conference here to- 
day with other labor leaders to fix a 
definite program for action in th« 
national railway strike now threat- 
ened. It is known that many of the 
lesmr leaders of 
the 
railway em- 


ploy.; are opposed to arbitration. 


The "big chiefs" 
who 
have th« 


power to call a strike as a result of 
the vote now being counted, do not 
.seek arbitration but it is believed 
that they would not refuse to con- 
sider attempts by the government 
to mediate the differences witfc the 
lines. 


Both Garretson and Lee are keep- 


ing in close touch with the situation 
n | at Washington where their reprosen- 


NEW YORK, Aug. 1. — A decrease 


of -12 in the number of new cases 
of infantile paralysis 
was reported 


today. 
The number of death, how- 


ever, xvas increased by -•'.. 
The to- 


tal number of 
new cases reported 


today for the last 21 hours was 175, 
as against 
U 1 7 
yesterday and 
the 


number of deuthK,. ;it. Hi a.s against 


ap'ain as lieutenant colonel 
or 
the) taijves are watching developments in 


fourth regiment or remain acting H(H president Wilson's efforts to prevent 
jntaiit. general, Oenoral Speaks said. a strike 


It was announced today that al 
______ 


though the new national defense act 
has delegated to the president oul\ j 
the power to appoint officers to f i l l 


I vacancies 
in 
federated 
national 


i guards. President Wilson has trans- 
fi rred this power in each state to the 
governor. 


A vacancy in (ho eighth regiment 


Trouble at Philadelphia. 


PHILADELPHIA, Pa., Aug. 4. 


4:;. 
The total 


date are 
1,'i.S'l 


number of 
to 


nil tliu deaths \,()2a. 


query. 
was 
decided by the 


attorney general under federal court 
rulings. 


ACCM>K.\T.U- SHOT KIU.S HOY. 


SIDNEY, 
O,, 


Charles Bornhig 
gun, it was accidentally discharged 
the bullet strildiig a younger broth- 
er, Leo, -1, below the left eye. 
child died three hours later. 


c.i used by the 
Stanford N. Sv 
[iccted to be filled soon by an ap 
1'oiiitment from 
Governor 


promoting Captain \V. K. Walkup of 
.Akron to 
the 
position. 
Captain 


V V a l k u p is the choice of the regiment 
to command the battalion. 


Five hundred 
motormen 
and con- 


ductors of 
the Philadelphia Rapid 


Transit Company 
at two meetings 


last night and early today voted to 
strike if their demands for increased 
pay are not granted. The 
men are 


AUK. 
-1. --'-While 


wiis examining a 


The 


today 
Lloyd 
.join I I 


withdrawal of Major j nlemi)crs Of ti,e Amalgamated Asso- 


f Canton, is ex-j f.ialion of street Railway Employes, 


Harry F. Flyim, president of the as- 


^ illis' sociation is quoted as saying a strikt 


will be called in a day or two. 


There are about '1,700 trolley em- 


ployes in this city, divided into two 
sections. 
The 
Keystone 
branch, 


composed of men friendly to the P. 
H. T., declare it. will remain lopal to 
tho company. 
At the office of T. E. 


Mitten, president of 
the company, 


the possibility ot 
a strike was be- 


littled. 


The Deutschland Leaving Baltimore On First Lap of Her Homeward Dash 


VERDUN AGAIN ACTIVE. 


Attack Rafting 


St*rt i 


»» Strongly 
ist February. 


as «t 


PARIS, Aug. 4.— The 
battle of 


Verdun is afiain raRing with nil the 
fury that characterized its inception 
late in February. 


The fighting is especially violent 


on the east front, where the Germans 


succeeded 
in 
occupying- tho 


part 
of 
the 
village of 


IFleury. 
,' 
The Preach war office In Its com- 


munique toflay stated that Oerman 
attacks were made 
all 
night long 


mtalnst tho. French positions on tho 
Fleury-Thlaumont line hut that all 
were repulsed. 


Pawn found the crown prince Mill 


hit •**•• lentous «i»'."»t 


he sixth regiment 


expecting their colonel, 


Howard, o° Toledo, to re- 
withiu a few days. 
How- 


ard, 
who was at. first rejected be- 


cause of a hernia, will probably bi> 


The I;,,.,...pied upon his return. Major H. 


L. Utiffner, senior federal physician, 
said today. 


The battalion of engineers today 


( 


'completed a map of 
Cam)' 
Willis, 


eoverin- a territory two and 
one- 


. i quarter miles Ions '»u<l a mile and a 


half wide. 
It shows all tho 


graphical feature*. 


STIIKKT C.tK STIKK IS IUTK. 


Xctv 
York City ThreatMwl With 
Complete Tl«-l'|> of Lines. 


%y thfl f/K*> Tlmmlns «n<l Kfea. the Gorman merchantman l»eutschland Is wen leaving the Imrbor of Baltimore, AriRust 1, 


the fint Up ot her konuward dash. 


on 


.MISSISSIPPI 
HIVKR 


MEMPHIS, 
Tenn., 
Aug. 
4.—A 


, 
NEW YORK, 
Aug. 4.-—"A strike 


t°l">"!will bo ordered by !t::!0 o'clock to- 


'nlslil unless the street railway com- 
panies yield to our demand." 


. ,' 
"The 
Htreet 
railway companies 
STIllHh | wj]1 nnt r(,cognjzc the union. 
They 


will maintain service In New York.1* 


With the street 
car union and 
strike of steamboat pilots, affect In* rajlwav magnateg defying each other 
nt least one line of steamers, !s un- 
der way from Memphis to Cnro, 111. 
Excursion boats operated by the l.oe, 
Line, which has refuses to recognize 
the Musters, Mates nnd Pilots union, 


the effect of the boycott 
is feeling 
severely. 
One 
excursion 
steamer 


that has n capacity of 2,000 passen- 
gers and which makes dally trips 
out of Memphis him boon leaving tho, 
dock with loss than a hundred pns- 
swngem on hoard. 
The strike may 


extend to the government fleet, wnlch 
i* ongftged 
work. 


in 
river Improvement 


in the. manner shown In the fore- 
going statements, 
the city 
officials 


grimly kept at their task of preserv- 
ing poaco today. 
Once more they 


admitted that the situation looked 
hopeless, but they 
abandoned none 


of their efforts. 


Ttie time limit flxed by the iftfcar 


organizer* for 
recognition of 
the 


union was set to expire at 3 o'clock 
this afternoon, hut report* rea«|M^ 
the corporation heads that a strife* 
would be called before that tine. Ac 
» result 
they 
telephoned 


SPAPESJ 


.1-t.r. 
. *- 


a 


-i 
U 
** 


/' J 


TWO 
TTTv TTMT^-TyPMOTHAT. TJMA. OfflO. FRIDAY EVBOXG, AUGUST 4, 1916. 


i| 


SIX WILL APPLY 


and naked for 


UOB for their property. 


This plea, resulted 
in tbe entir« 


•Alice fore* being placed on a "war 
footing." 
i 


Reserve* were ordered held 
'/a. 


readiness at all but one of the city. 
station*. 
Communication with thej 


union leaden, 
however, 
brought: 


forth a statement that the union bad • 
glm ^,,,5^^^, wli; be examined j 
.« intention of violating «to pMge, 
wjiu 
vjfjw w ^, 


ti had riven, that events woald be al- 
' 
lowed to taie their eoum. but that,ins granted 
antanlttstion papers., 


•nless 
the union was 
reeognUed The examination w:ll be held ia tae 


within 
the U»e set Us members' priv»te cCSte o: the county clerk of'_ 


venld meet *• scheduled and de-|coum sad .,.,;, be con<lutlfc<i iy »i 
Clare for a strike. 
j government 5n»sector, to 
U 
scat' 


fKTAWITRE TWP WILL !*«• "ow Pittsburgh. Among those' 
*§«« mcoo 'SCHOOL!"^, ---"»,-^i 


Shawnee township voters assem- tural firm of McLaughlin and Lul-j 


bled last night at 
henss. to discuss 


Genera! Pershing's Men at Colonia DuUan BuOdi* for a Long Stay 
BUTTON ON PANTS? 


STOUT FELLOWS MAY 


the 
to«n»tii? | Hken and Romolc Fusaro of the tail- 1 


the 
»""iter of! 
. of Fusaro and Cempkny. ! 
. 
plan* («r the new high »ehool b«ild- , .Tb< eBtfre ,igl j, ^ fol!owg 
ing. to be erected In Shawoee towa-j 
• gtanitlaw 
Wi!k. 
born 
in! 


rtfp. 
The building is to cow In the i Wrocmnkj 
Augtria 
rchid<,-s at 20: 


neighborhood ol |20.uOo. and tbe' 
uU| c,inton htreet 
jilddletown. 


question oj Issuing 
bonds to thai.OhJo arrive<1 in N-ew y0rk on Au-' 


amount 
will be presented 
to tnc)gusi j. lsos an<j ,K r<,conjrr.en(it.d j 


voters next Tuesday. 
' },y Jeremiah Sullivan and Fredericks 


No ome questions the need of the; w HU.hs. 
' 


high 
school 
building. 
T. D. Me- , 
Cjlrj Dvorak. born 
in Herraans- 


Laughlin of tbe firm of McLJ^*h/^| butus, Bohemia, resides at !>24 Fair- 


view avenue, Lima, arrived in New j 
York February 
18. 
and is 


recommended by Ouatave liolub and j 


*-•***• •"•**• •+,* -. 
— 
and Hulshen. archil*"*, submitted 
preliminary plans for the new school 
building, which will be two stories _ 
in height, and contain gymnasium, j Jo)m Renu 
manual training 
and domestic sci- 
KHmant N'aamin. born in StrouM. • 


ence rooms. 
. 'Turkey, resides in the rear of 406'; 


Tbre sites are proposed, one i nj N orth Pine 
stret, 
arrived in New; 
the center of the townshiy. near the j york on J(Jnc ^ ,sf), an(| )B rec i 
present 
township hou*e; 
one at: onjmend<sd hy j.-ay R Hitchens and I 


Snyder's Crossing and the other near j LewJ(( N Creinean 
, 


Hume. 
The voters 
next Tuesday , 
Peter Marj€. n,,uken. born In Am-' 


will decide upon the question of the 
m 
NethlsriancjSi 
reK\4r,K 
»t 111 


location, when they cast their ballot! 
at the prlmariei. 


With the 
majority of the resi- 


dents, the location has little con- 
tern; the main 
mftrter Is to secure 


the issuance of tlie bonds and then 
decide upon the location afterward. 
The new 
building, if 
constructed, 


will be one of the finest In this part 
of the estate. 
Sim IS DEATH 


ML IN 


TAZBWBLL, Tenn., Aug. 4.— Th* 


death toll In the Blair Creek flood 
grew to 60 today and rescue partlei 
are fearful that it will mount to 100 
by the time all the wreckage Is clear- 
ed out of the little valley. 


Investigation shows 
that a 30- 


foot dam gave way, sending 
tor- 


rent* of water down 
through the 


valley, which i* only a quarter of a 
mile wide- Homes, trees, stock, 
everything' wa» awept before it. 


What i«* survivor* there are^ ar* 


South McDonel stret, arrived in New 
York on January 
36. 1904, and is 


recommended by T. D. 
and War- 


ren J. McLaughlin- 


Rcrmolo Fusaro, born in Fosalto, j 


Italy, resides at 774 Krice avenue, 
arrived in New York 
on June SO. 


1915. 
and 
Is 
recommended 
by 


Mlchele and Rose Slmone. 


Welgert Marie Antony Werff, horn 


in Deventer. Holland, resides at 644 
South Elisabeth street, arrived In 
New York on August 12, 1!)07, and 
is recommended by John J. Ander- 
son and Hary W. Snook. 


Custom Cotton tt Cedar Po int Consider Cute Little Gir- 


dle That Laces at Side for Too - Sound 


Trousers Wearers. 


CEOAB POINT. Au»- 4.—A aort 


| of girdle. Iteed at the side, to "bleb 


I are attached button* for aopBortiog 


I Use trooMra. wa* considered by the 


I Ictersfttiocal Cuetom 
Cutter*1 As- 


neeeMary in order 
to support tbe 


trouter* when suspenders are aot 
used. 


-It brings back tbe 
days 
when 


mother used 
to drew 
us. up in 


pantie* buttoned to a little waist." 


ic convention here, a* a js*id George Denes. Cleveland tailor. 


imescs of overcoming tbe difficulties j as he inspected 
the sample girdle 


ithat have beset tailors since they!that had been presented for examiB- 
;have beta called upon to fit fai mention. "It's funny someone did not 
: who have discarded suspenders in 


j favor of belts. 


The member* 
of tbe association 


s most instances seemed satisfied 


: that tbe girdle is bound to win favor 
i inasmuch a* it cannot be seen when 
; worn and insures support for the 
j trousers, that cannot 
be bad from 


{wearing a belt. 
j 
U was pouted out that the belt 


! can be worn, but need not be drawn 
i so taut as to be uncomfortable as is 


think of that before." 


A statement by Benes that "We 


are through aping the English (ash- 
ion for men." was discussed a great 
deal informally. 
The consensus of 


opinion was that the Clevelander is 
r>ght and that 
in the future tbe 


styles will be carried from 
Xew 


York 
to London instead of 
from 


London to New York. Tbe loss to 
London of her sartorial prestige is 
due, it was decided, to tbe war. 


Photographs passed by the 


censor of the war department In 
Washington indicate that Gen- 
eral Pershing Is preparing for 
a long stay at Colonia Dublan. 
Those pictures show 
troopers 


practicing runn'r.ir 
fc. a deep 


trench they have rlus near their 
tents. These trenches h^ve beeu 
•o placed that in case of a sur- 
prise attack 
by Mexicans the 


men could easily run to cover. 


Tbe lower picture 
show* the 


troopers at work building adobe 
foundation* for their tents. The 
walls are being constructed \~. a 
form good enough for long oc- 
cupation. 


JUDGMENT CONFESSED. 


A. J. Brenneman. 
Walter 
Ross 


and William Diller today confessed 
judgment''In court 
In the sum of 


$313.08 on a note for »300, given 
In Delphos on January 18, 1916. The 
amount wag In 
favor1 of the Peo- 


ple's bank of Delphos. 


telling thrilling stories of 
rescues 


and escape*. U. C. Edmonds whose 
wife and four children were downed, 
was found In the branches of a tree 
three miles from where his house 
had stood. 
More than half of those 


who perished were children. 


LIMA OIL IS DOWN 


TEN CENTS AGAIN 


FINDLAY, O., Aug. 4.—With the 


reduction of ten cents on tbe price 
of North and South Lima, Indiana, 
Wooste, Illinois, Princton and Plym- 
outh oiU this morning, a nice reduc- 
tion in the price of gas is looked for. 
It is the third reduction within two 
weeks. 


tt- 
EUDA 


RUBLE DIVORCE CASE 


™L_ 


The divorce case of 
Hannah M, 


Rable against Adolph Uable of North 
Jefferson street, was concluded be- 
fore Judge John P. Bailey of Ottawa 
thla afternoon. 
Rable was 
placed 


or. ^the stand and testified that ho 
had b^en In the German army and 
r.-irrles a bullet as a result. 


Attorney It. C. Eastman, for Mrs. 


Hahlc, told the court I hey conceded 
lie couldn't 
work, 
wouldn't 
and 


didn't work. 
It was with difficulty 


fiable was understood and Attorney 
Downing, for the 
old 
gentleman, damage. Lightning struck the barns 


wished to call un interpreter. 
How- of \Vm. Diller and Abo Hronnenian. 


ever, the court told them to move 
along and do the 'best they could. 


Charles Rumaey, with whom Rable 


|3 trying to prove Mrs. Rahle was 
Intimate, was the last witness called 
to the stand this afternoon. 
He was 


one of her boarders and 
the 
one 


Adolph Rable ordered away, 
after 


he claimed hn h:td found them in a 
room together. 


Witnesses today testified that on 


-tt 


Mrs. N. L. Rechlol and Mrs. Wm. 


Bencdem accompanied the fresh air 
children to their homes in Cleveland 
last Monday, returning home Wed- 
nesday evening. It is very interest- 
Ing to hear these ladies tell of the 
conditions which exist in tbe homes 


[><• these Cleveland luds and ladles. 


Mrs. Wm. Whirrot 
of 
Delphos, 


who has spent the sprins; and sum- 
mer in Chicago, returned home and 
is visiting her daughter, Mrs. A. P. 
Bechtol. 
Mr. and Mrs. Beilharz and 


son of Chicago accompanied her and 
have been visiting at the 
Bechtol 


home. 


Aimer Brenneman returned Sun- 


day from a visit in Michigan. 


Mr. and ;.\lrs. I'. E. 
Hrunk 
left 


Thursday for a visit with relatives 
in Virginia. 


The heavy storm which swept over 


tl;ls community Monday did 
much 


last Sunday Rumsny 
FSable In her home at 


visited 
Mrs. 


1018 
North 


Jefferson street, 
.luclge Hailey with- 


held his decision. 
MRS. HUGHES HAS 
ONLY THREE HATS! 


BRIDC.EHAMPTON, N. 
Y., Aug. 


4,—Tromedden, 
Charles 
Evans 


Hughes' summer home, was Uttered 
today from cellar to attic with let- 
tors, documents, 
statistical 
tables 


and other data which Mr. Hughes 
will take with him on the western 
trip. Tho republican nominee sot in 
a room full of papers, sorting out 
the more Important. 
memoranda to fill 


He has enough 
several 
largo 


trunks but will take with him only 
one trunk of political ammunition. 


Two new suits which Mr. Hushes 


bought in New York the other n*y. 
hats and a large assortment of ether j 
clothing will be taken in two addi- 
tional trunks. 
Mrs. Hughes will ac- 


company her husband will take only 
one trunk and probably two or three 
bat*. 


The business of packing up and nr- 


rangtng personal affair* prior to v« 
departure exclud«d political topics 
largely for the nominee's attention. 


CHKERILY AT HIX<; SIX(J. 


OR8ININO, N. Y., Aug. 4.- Cheer- 


ily shouting "good bye fellows" Al- 
)fn Oradford, colored, was Hoctro- 
(silted In Sing Sinn prison today for 
the murder of hU wife In Now York 


completely destroying both, with all 
contents. 
Several horses and cattle 


were also struck -by 
lightning 
and 


killed. 


Mrs. 
Clyde Pfeifor is visiting rela- 


tives in Columbus for a fortnight. 


liov. O. li. Smith und family are 


01.joying thoir vacation at Lakeside. 


Mrs. Calvin H«ath of Waynoatleld 


came Thursday to visit he.- paro.irs. 
It. F. Slmrric.k ami wife. 


Dr. and Mrs. Charles Smith left 


Wednesday for a several days fish- 
ing trip to points in Michigan. 


Jacob Keller and family of Perry 


county are here visiting 
Mr. 
and 


Mrs. 
Abe Keller and other relatives. 


Mrs. 
Elizabeth IluflVr, who 
ha;; 


bo.en ill the past two weeks Is im- 
proving. 


Miss .Margaret John rallied nicely 


from the operation for appendicitis, 
which she uudei went at Lima hospi- 
tal last Wednesday. 


Mr. and Mrs. Isaac Rldenour, Mr. 


and Mrs. S. F. Sherrick wevo over 
Sunday guests lU Russet's Point. 


Mrs. 
Ullznheth Houedum spent a 


few days the first of the week al tho 
home of Wm. Fonst of Scott's Cross- 
in*. 


Railway Strike Deal 
Halts, Waiting Move 
of Federal Board 


«'•»>• 
• 
(Continued troro oaxe one) 


but were driven back by the gusts of 
machine guns and rifle fire from thej 
battered houses where 
the French j 


had taken refuge and transformed 
them into fortresses. 


While the 
infantry 
ranks were 


surging back 
and 
fourth around 


Fleury and Thiaumont. a. great ar- 
tillery duel was in progress further 
to the east of the line of Chapitre 
wood and Chenoia wood. 


The war office characterized this 


duel with big guna as being partic- 
ularly severe. • 


LONDON. Aug. 4.—After a long 


period of practic-ally inactivity fol-. 
lowing the 
submarine 
controversy 


with the United States, Germany has. 
entered upon another vigorous cam- 
paign with her U boat. 
During the 


24 hours ending at noon the destruc- 
tion of 15 ships 
wag reported, not 


counting several trawlers which were 
sunk in the North sea. 
The latest 


victims were the British schooner G. 
C. Gradwell and the Japanese steam- 
ship Kohlna Maru. 


The 15 
ships 
included five of 


Swedish nationality; four 
British; 


two Finnish; one 
Norwegian; one 


Italian; one Japanese and one Dan- 
ish. 


It is believed that the loss of life 


in the latest burst of submarine ac- 
tivity is heavy, especially in regard 
to the Italian steamship Letimhro 
which wus sent to the bottom in .the 
Mediterranean after 
being shelled 


for half an hour by the submersible. 
Five of tho life-boats containing men, 
women nnd children were reported 
by survivors at Malta to have been 
smashed by shells. 


Especial precautions 
were taken 


when the liner Philadelphia sailed 
from Liverpool. 
The steamer slip- 


lied quietly out of the Mersey river 
at 3 o'clock this morning. 
Among 


tho passengers on hoard here were 
Walter 11. 1'age, tho Tinted States 


i ambassador to 
Knftland, 
and Mrs. 


Page. 


the C.. H. £ D; *boj>«, was removed 
to the City hospital In.the William*, 
and Davis invalid coach'. He board! i 
at the C., H. & D. restaurant and re- 
sides in Frankfort, O. 


t t t I 
Charles Grady, an employe of the 
| Rowlands furnitures tore, reported 
1 to the police department yesterday 
! tbe loss of his bicycle. 
t t t : 


A steel stairway In the rear of the 


Oakland hotel will replace the pres- 
ent wooden steps in compliance with 
the order of Fire Chief Mack. 


» I I J 


Dr. Shelby 
Mumaugh. of 
1025 


West Market street, yesterday pur- 
chased the 
Harrod House on E'ast 


"PLEASE, PAPA, MAY I BE AN ACTRESS?" 


Jane Cowl's papa let her go to the American Academy of Dra- 


matic Arts in New York, and »ee what she did. 
Page of sepia pho- 


togravures. 
They Spend Other People'* Money. 
Perfectly respectable wo- 


men, too. 
Page of sepia photogravures showing how it is done. 


A Personal Letter to the Kaiser From Bruce Barton. 
Worth 


reading. 
The Girl Beyond the Trail. Third installment of the mystery 


serial by James Oliver Curwood. 
Roughneck Percy. The "sweetest" story, by A. deFord Pitney. 
When Astor Ate Ice Cream With His Knife. 
Merciful heavens, 


shade* of our ancestors! 


An Engineer's Report- One of tbe best stories Will Payne has 


written. 
The Idea That Got Me My Raise. Here's where we all go in for 


ideas.Learning to be an Accountant. The next logical step after the 
raise. 


Just a few of the interesting features in 


EVERY WEEK 


With Tomorrow'* Times-Democrat. 


GET 


45,000 IN MO 


Market street. 
The 


was given at $46,000. 


* t t t 
The Sunshine Bible 


First United Brethren 


consideration 


class of tbe 


DETROIT. Mich., Aug. 4.—The 


pay car of tbe Burroughs Adding 
Machine company was held up f t - 
o'clock this afternoon and five aiuo 
bandits robbed 
the 
paymaster of 


forty-five thousand dollars and es- 
caped. 


The robbers drove up to the doors 


of the 
machine 
company's plant, 


drew guns, held up tbe pay clerks 
who were just entering the 
with $45,000 in pay money, and tore 


ot money from them. They 


THE IDLER | 


An automobile belonging to Carl 


Rice, of 327 West McKibben street, 
was stolen from the public square 
last night. Shortly after the disap- 


The new home of the Moose lodge 


on West North street, Will be open- 
ed on Tuesday evening, August 15, 
with a reception for members and 
their families. A lawn fete will be 
held by the degree and drill teams. 
Trustees are now furnishing the new 
home. 
Judge F. C. Becker, Frank 


hold their annual picnic Wednesday 
evening, August 9 at the City park. 
t -f * * 
+ * » » 
Frank McKinney. who has been a 


patient at the City hospital, was re- 
moved last evening to his home at 
473 North McDonel stret. 


t t * I 
James L. Heath, county commis- 


sioner, was able to -be at the court 
house today, the 
first 
since 
Sat- 


urday, due from Illness to ptomaine 
poisoning. 
The illness that affected 


Mr. Heath is supposed to be due to 
tbe eating of meat. 


Frank Barratt, for the past three 


years employed in the mechanical 
department at the Ford garage, baa 
accepted a position in the sales de- 
partment. He will 6tarl~cn his new 
duties tomorrow. 


will; tnen drove rapidly 
down Second 


pearance of the auto it was reported LyiCj perry Anderson, L. E. Ludwig, 
to the police 
department. 
It was j james Morton 
and 
Mayor 
B. H. 


located at the corner 
of High and 


Elizabeth streets. 


The 


T T * 
* 
* * • * • • » 


council 
finance 
committee 


decided that F. O. Botkins, former 
city engineer's employe, discharged 
on December 13 of last year by Ser- 
vice Director Shappell, will receive 
no pay for the 35 days when he re- 
ported for duty. 


t i t * 


The big Perry township school re- 


union, to be held at Stop No. 7 on 
the Lima-Springfield division of the 
Ohio Klectric railway on Wednesday 
August 16, will not be held under 
the auspices of tho Perry Township 
Improvement 
association, 
as • was 


stated in the 
Times-Democrat of 


Wednesday evening, but is an entire- 
ly different association. 
J. A. Beck- 


er is chairman of the reunion com- 
mittee. 
Tho gathering will be open 


to all residents of the township and 
their friends. 


ayenue towards the city. The rub- 
bers were In a Ford car and 
armed with Winchester rifles with 
which they threatened every one in 
sight. 


Men from the factory panned the 


bandits and shots were exchanged. 
One Burroughs man was taken to the 
hospital wounded and one of the 
robbers is reported wounded. 


Simpson, will compose the reception 
committee. The home is the former 
residence of Mrs. D. J. O'Day, North 
and West streets. 


t t t t 


C. O'Harrow, vice president of the 


American Guild of Piano Tuners will 
attend the convention of the associ- 
ation which is to be held in Detroit, 
Sunday. 
This is the seventh annual 


meeting of the 
organization. 
On 


Tuesday O'Harrow will address the 
gathering. His topic of the occasion 
will be "Seven Years of Progress". 


t J T t 


W. O. O'Leary, arrested last nlglit 


by Plainclothesmen Roush and Mc- 
Coy on a charge of disorderly con- 
duct, received a hearing in criminal 
court this morning and was fined 
$10 and costs and sentenced to 30 
days in the Toledo workhouse. 
: j t i 


H. J. Monroe, who had his hip in- 


jured last night while at work at 


MARION—La Eue, a village west 


o; here, in 'Marion county, lays claim j 
to distinction because it has four na- 
tive sons running for 
high office. 


They are: Grant E. Mouser, former 
congressman and now a republican 
for reelection to the common pleas 
judgship in this county; 
John M. 


Ciark, of Marlon, foimer republican. 


ASBESTOS MINERS GO OUT. 


QUEBEC, Aug. 
4.—Twelve hun- 


ired miners employed in the The- 
ford asbestos mines near Sherbrooke, 
Que., have struck for higher wages. 
They paraded the streets, but there 
was no disorder. 
The mine opera- 


tors have 150 guards on duty. The 
miners seek to extend the strike to 
the 
Black 
Lake 
and 
Robertson 


mines. 


15 HURT B\' DYE EXPLOSION. 


POUGHKEEPSIE, N. Y., Aug. 4. 


—Fifteen men were 
injured, one 


probably fatally, by an explosion in 
a dye vat at the plant of the Stan- 
dard Analine Products company at 
Wappinger's Falls today. 
Windows 


congressional nominee in this dis- were broken throughout the village, 
trict, who is seeking renomination; The damage is estimated at $50,00.0. 
Senator Louis E. Myers, of Marion, 
v.ho is seeking a republican renomi- 
nation, and Attorney Fred W. Suth- 
ery, democrat, who is a candidate 
for the appeallate court. Third dis- 
trict. 


Victim InStrikeThat Makes 400,000 Walk 


MISS1XG GIRL FOUND. 


OOXGRESS TODAY. 


Senate met at 10 o'clock; house 


at noon. 


Senate continued 
debate on the 


child labor bill. 


Naval 
conferees 
resumed 
joint 


meetings to adjust differences on the 
naval appropriation bill. 


MUST HAVE A BARBER. 


DAYTON, 0., 
Aug. 
4.—Hazel 


Smith, 13 year old Dayton girl, who 
has had the police in several cities 
on a hunt since last 
Sunday, has \ 


been located on Fourth street in Col-1 
NEWARK, O., 
Aug. 
4. 
V. E. 


umbus. near a hotel in which her j Knisley,' a recruiting officer for the 
step-father is employed. Sunday the FirBt battalion, Ohio engineers, has 
girl, who had been living with a sis- 
ter, Mrs. Adam 
Volk, 
started for 


Columbus but did 
not reach the 


home of her step-father. 
No details 


of the finding of the girl have been 
received by Dayton relatives. 


MISSOURI I'HIMAKIKS. 


A coment top is heinK placoa on 


the roof of the school building. 
A 


new covering is also to lie placed on 
tlu- csnw.it floors. 


Clly. 
«.M confessed his 


NEW HEAD NAMED 


FOR ERIE DIVISION 


MARION, O., Aug. 3.- -Effective at 


one K. 1. Bowou, superintendent of 
the Rochester division of tho Krie. 
will succeed the Into Theodore Miu-lt- 
rt>ll of UuntinKton, Inil., ; 
mipor- 


intendent of tho arion division 
(". 


P. Krltlps IIHH Vii'tMi transforrod from 
ihc superinteiiilrncv of tl-r 
iiuffnlo 


division to 
tho miporlnien vnry of 


lh« Rochester 
division nnil K. \V. 


Underwood, siiperlnlomlnn1 o" (ho R. 
C * W., H branch of Ilio Krio, will 
mirc«fld 
EcUICM. 
Today 
William 


Hangman, of 
linm Pohlrr a 


Kent, *iirr«>ndi>d AVI1 
yardmn 'or 
- '£. 


ST. LOIMS, Mo., Aug. 4.— Returns 


from more thun ti"» counties indicate 
that former Judge Henry Lamm, of 
Sedalln, has the republican nomina- 
tion for governor by at least ^1,- 
ooii votes over .Tohn E. Swanger, al- 


of Sodalla. 
The nomination of 


Gardner on tho democratic 
ticket 


has boon conceded, 


KANSAS WOMAN DKKEATKO. 


TOPI3KA. 
Kau., 
Aug. 
4.—Miss 


I.l/zie WoostcT. the only woman t-an- 
diil.it;' i'or a state office in tho prl- 
r.,arios, lias hecn defeated for tho 
republican nomination 
as 
superin- 


tendent of public instructions by W. 
1 . Doss. 


WOrLD-HK SUICIDE RECOVERS. 


ATLANTIC CITY, N. J.. Aug. 4.— 


\\illiam .1. Lehrman of Canton, O., 
v. ho attempted suicide by taking poi- 
son at the Schlltz hotel is rapidly 
/(•covering and will be out in a f«w 
,'n;ys, it was stated at the city hos- 
pital. 


IXJ-'AXT FUXKRAK TOMORROW. 


Kunenil services for Paulino Mil- 


ilrod Under, three-year-old daughter 
of Mr iind Mrs. George !£. Under of 


avenue, 
will be held 


Saturday at 10 o'clock at the Second 
Street Methodist rhurrh. ronducted 
in the Rev. J. A. Spykor, pastor. In- 
torment will be nt Wondlnwn. 
Thfl 


liltle one dierl yeslenlay afternoon, 
lifter nn lilnftfcs 
of 
six days from 


bowel irou'.ilo. 


All tho trolley lines of the 


Bronx, a horoush 
of 
-400,000 


persons wtililn tho City of N>w 
York, wcr* tied op when the 
conductors 
nnrl 
motomon 


struck. 
Kiotlnp 
followed 
the 


first dny of 
action, 
and 
this 


photograph shows a striker af- 
ter arrest, blccdius /root a fight. 


CLEVELAND—When 
John Ret- 


tich of Novelty, Ohio, called to pay 
garage rent today he was much im- 
pressed by the benevolence of the 
lessor who refused to take the mon- 
ey. ''The automobile hasn't been in 
the garage ior a month," said the 
atter. 
Rettich asked police to find 


the thief. 


BEATEX PATH LEADS 


TO A "BLIND PIG." 


MEMPHIS, Tenn.. Aug. 
4.—Be- 


cause the pathway of the^transgres- 
sot was unusually well beaten, W, A. 
(attire, has been fined for violating 
the prohibition 
law. 
The 
police 


Found a much trodden path leading 
irom his house to a clump of bushes 
nearby. 
Investigating they found a 


'ache of liquor in the 
bush 
and 


v.aiting a few minutes they caught 
Latura stealthily making a trip to 
the place. 
He -was gathered in and 


his liquor confiscated. 


opened a recruiting office in New- 
ark. 
He said his company needed 


25 men. He was instructed to make 
certain that one of the recruits was 
a barber, who is badly needed in the 
engineers' company. 


GUNNERS TO BE TRAINED. 


- WASHINGTON, Aug. 4.—Provi- 
sion was made by the war depart- 
ment for the 
training of national 


guard machine gun companies in fed- 
eral service. Instructions were giv- 
en that not to exceed 3,000 rounds 
per gun be used for target practice. 
The guardsmen 
are 
equipped to a 


large extent with the machine guns. 


RECOVERS AFTER 34-DAY COMA. 


CINCINNATI, O., Aug. 4.--Doily 


Bacciocco, who was injured in an 
automobile accident July 9 and -ren- 
dered unconscious from a fractured 
skull, has 
regained consciousness 


after lying in a comatose condition 
for S-1 days. 
Her condition puwles 


physicians here. 


KATE WOX'T BE FOOLED. 


NEW ORLEANS, Aug. 
4. 


Kate Gordon, president of the South- 
ern States' Woman Suffrage confer- 
ence, hat issued a statement praising 
President Wilson for his stand for 
state action on suffrage, and declar- 
ing democratic women voters would 
not be deceived by Mr. Hughes' bait 
of a federal amendment as a short 
cut to woman suffrage. 


TO SEEK PENSION COIX. 


LONDON, 
Aug. 
4.—Parliament 


next week 
will 
be 
asked to vote. 


£6.000,000, including £1,000,000 al- 
ready voted, to provide the full esti- 
mated cost of 
supplementary pen- 


sions of widows and dependents nf 
nonoommlsslone-d officers 
and men 


and of partially disabled noncommis- 
sioned officers and moo. 


TWO CIXCIXXATIANS KILLED. 


CINCINNATI. O., 
Aug. 4.—Al- 


bert Theobald was instantly killed 
and Fred Burdeck was dangerously 
injured 
when 
an 
automobile in 


which they were riding collided with 
a street car here yesterday. 


John Heisel, a letter carrier, was 


probably fatally injured 
when his 


motorcycle collided 
with a 
street 


car. 


LORAIN, O., Aug. 4.—Pat Flynn, 


arrested for intoxication, preferred a 
pair of shoes to his liberty. 
Polio* 


Chief King asked Flynn whether ho 
wished to pay his fine of $4.<?o or RO 
to jail. "I'll go to jail," said Flynn. 
"i need the money for a new pair of 
shoes". 


LORAIN—John Mrczncn, 
struck 


ovor the hack in A playful manner, 
by a companion 
on the municipal 


playgrounds, died a« a result. 


iNEWSPA'FERr 
lEWSPAPERl 


•BRLIUCS 


ME Iff 
E 


High Courage and Capabil- 


ity Shown by Sex ia 


Trying Time. 


World of Industry Has Been 


Changed Forever by 


the War. 


J. 


. 
WASHINGTON. D. C., Aug. 4.— 


The war. which has wrecked the 
lives of so many European women 
has, nevertheless, been a great vic- 
tory for the sex. 
While the men 


have marched on* to the firing line 
the women have calmly filled theii 
'places in finance, factory and even 
politics, and have raised funds for 
hospital* and supplies 
for 
th« 


• wounded 
on the tide. They have 


met the demands of the war with 
a high courage, set aside the cam 
paign for the ballot, and have dig 
played a remarkable degree of ef 
nciency 
in their 
new occupation 


which has been none the less con 
spicuous because 
of ita quietnes 


and calmn. 


As a result, the men are beginnin 


to be worried. Some are alread 


: entertaining disquieting visions of 
time when, the war over, the statu 
of the sexes will be changed an 
the men will be dependent on th 
women for support. The Germans 
were the first to recognize the dan 
ger of woman's success in forme 
musculine monopolies or work, an 
to compile a neat list of statistic 
on the question which Is soon to b 
madep ublic. 
The other 
belligei 


ents followed suit, and heated dis- 
cussions on the subject are no^ be- 
ing held in all the capitals of Eu- 
rope. 
It is really a very difficult 


problem. 
The women have become 


used to their economic independence 
and like it. 
Not only have they 


supported themselves and their chil- 
dren, but they have unselfishly spent 
more of their spare cash in buying 
•bandages and tobacco for their sol- 
diers. Now, when the war is over, 
the fair sex may object to returning 
to their old status pf feminine in- 
feriority and insist 
upon keeping 


the men's jobs. At any rate, there 
will be no denying them the vote! 


The remarkable work of the Eu- 


ropean women la the war is clearly 
indicative of the progress of the sex. 
Several years ago, when tue Boer 
war was occupying the attention of 
England, a group of English society 
women conceived the idea of offer 
ing their services in taking care of 
the wounded. They packed several 
trunks with dainty feminine apparel 
and journeyed south to the military 
camps, where they Informed the au- 
thorities of their intention. 
The 


general in charge was a patient man 
but within 
a very short time his 


amiability gave out, and the young 
ladies returned to London with more 
experience 
but 
less 
enthusiasm 


They had not known how to make 
even the crudest bandages or do any- 
thing useful, and they proved a con- 
stant disturbing 
element 
among 


the soldiers, 
who could not keep 


their minds on the Boers. The gen- 
eral heaved a sigh of relief when 
they were gone, once more became 
amiable and referred to the episode 
thereafter 
as "the plague of wo- 


men." 


Today, when women are 
doing 


half of the administrative work of 
Europe, showing especial efficiency 
in the hospital and relief corps, the 
adventure 
of the 
English society 


ladies 
appears 
almost 
medieval. 


* 
Xow the English society woman is 
engaged in conducting the family 
investments, looking 
after the or- 


phans of lost soldiers and organiz- 
ing new societies 
for making war 


apparel. 
She and her sisters have 


worked side by side with the men, 
for the men and 
in the places of 


men, proving their value as citizens 
at every turn. Not once since the 
war begdii have 
the men ventured 


the opinion that woman's place was 
the home, and not 
once have the 


women attempted any aggression for 
the balolt. Just recently, however, 
the significance of this fact has be- 
gun to 
dawn upon the European 


male and he has ordered 
commis- 


sions established for the investiga- 
tion into the question of the future 
political status of women. 


In this country, too, the example 


of the European women has had its 
influence. 
Here 
the agitation for 


the ballot is still conspicuously man- 
ifest, but lately the critical interna- 
tional relations of the United States 
have caused every private propa- 
ganda to be sacrificed 
to the more 


urgent question 
of preparedness. 


War with somebody has been con- 
stantly imminent, 
the 
southwest 


border has already been invaded and 
women all over the country—wives 
and daughters of militia men—have 
already experienced some of the de- 
privations of var. 
While there is 


undoubtedly a large woman's peace 
ipartv whirh opposes the business of 
preparedness, the great maiority of 
American women 
are making ••very 


effort to prepare 
themselves for » 


possible war with 
the same 
hisfh 


couraRe and 
quick 
versatility dis- 


played by the European wc-mrr.. !! 
In thft great 
opportunity to 
show 


what tbev can do. 


The education of 
the 
American 


woman, also, has 
progressed siic«i 


' 
the country fought Us Inat hi? war. 
When th« civil war 
first broke out 


the northern women wasted a great 
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W NUffl ULUB 
me» to to suke «v«r »o 
supporting. 
War has w» 


the parasite. 


•*"- 


for 


To keep the bowels regular the 
best laxative is 
outdoor exereis*- 


Drlnk s full class of water half a» 
hour before breakfast and «*t a» 
abunda»e* of fruit and vegetables, 
also establish a regular habit sad be 
sure that your 
bowels »o« •*«• 
each day. When a medicine to BS*A- 
ed take Chamberlain's TaMst*. TH*T 
are pleasant to take sad mlM a»« 
gentle in effect. 
Obtainable •*•*£ 
wbere. 
•oa>w*4-m 


Half • Billion 
dollars will be 


•pmt by the Lake Krie snd Western 
railroad 
for 
improvement to th* 


Lisas shoas and yards providing per- 


liasion to construct eight new stor- 


age tracks 
is granted by the city 


council. 
Flv» councilman attended 


th* meeting held in the mayor's of- 
~ » last night. 


Th* plans prepared by the rail- 


road call far UM n*w yards 
ing from a point Mar Atlantic ave- 
nue over tw*-t»lfts ot a «U« west. 
Th* yards will contain 11 tracks and 
will haTS a capacity of several hun- 
dred cars 


padestrlajM 
as 
v«U as »*nkl*s. 


Tn* cost Is *stlsut«4 at about »7S.- 
000. sukiag th* city's share nearly 
IIS.OOO. 


Georg* Dyer, general Banager ot 


th* U E. A W. and fonser dlrialon 


th* 


mini 
t^SJISJ. 
I • »» •— 
—• 
•—' '- - 
~- 


At the •••ting last night Dlris- j »UB«rlat*ad*Bt here, will attend 


ion Superintend*** Peters, of 'B«jme€uBg of ^ council next Monday 
railroad »gr*e4 on behalf 
of his j <VM|Bg WB0B M ordinance autborU- 


eoBpany to pay «5 per cent of the L 
fh- cOBStrualoll 9t ,B€l yar<u v)n 


cost of an overhead over ihe newK 
Dr«i*ni*d. 
A copy ot the ordl- 
^ pr^m^d. A copy of the ordl- 
Wsoakonata road crowing. 
Theing|ic- Iofetnw 
wjn, pun» of th* 


overhead will be nearly 175 fe*t in;new yards have been forwarded to 
length, 
in 
addition 
to the 
ap-jM 
' 


proaches. It probably will b* at least 


By George Dyer. 


. 


»« feet 
In width with provision fort 
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THREE 


BSJ=S 


RIKALM. 


R*v. W. 
W. Constein. 


St. Johns A**. 


CrMenrUle—Sunday school at >. 


preaching at 10. 
Warsaw. Sunday 


•chool at i p. m.. preaching at I. 
Shawnee and Fletcher. Sunday-school 
at »:SO. 


The last quarterly meeting will 


b* Aug. 13-20. Saturday afternoon 
at 2 o'clock and Sunday evening at 


! 
7:30. 
Report* from each 
depart- 


ment are requested. 
i 
Fletcher ebap»l will &*• a social 


Sou the church lawn Saturday even- 
lug. August i;. 


To the remarkable genius of 


General Brusiloff 
has been at- 


tributed the great gains made 
by the Russian army. The great 
number of successive defeats of 
the German army followed the 
adoption 
of tactics employed 


by General Brusiloff. 


This photograph was taken at 


the Russian headquarters. 


deal of misdirected energy in mak- 
ing articles called havelocks for the 
soldiers. 
Havelock 
societies grew 


up over night; sociables were givan 
with regular 
frequency while the 


women worked 
on havelocks, »>nd 


whole thing became a mania in 


which almost every woman in the 
north was busily engaged in making 
_he articles. 
Fortunately, however, 


after many hundreds of havelocks 
lad been shipped to the soldiers a 
number of sons and brothers wrote 
home and asked what under the sun 
:he havelocks were for. Aa it hap- 
pened they had put them to every 
use except the correct one, which 
was to protect the head from the 
heat of 
the sun. 
It took many 


months for the women of the civil 
war to learn the list of military 
equipment and to systematize their 
work so as to make every hour 
count. 


Another war will not find the 


American, woman unprepared. Dur- 
ing the past two years, she has de- 
voted a good deal of her spare time 
In knitting 
and 
sewing for 
the 


armies of Europe. 
She has joined 


training camps, where she has been 
taught 
the intricate processes of 


making hospital 
supplies, of field 


and home nursing, of dietetics and 
of wireless telegraphy. While this 
knowledge is extremely general and 
not sufficient to permit a woman to 
go immediately to the front In the 
capacity of a. nurse, the basis of mil- 
itary usefulness is thus begun. 


Other women have formed pa- 


triotic leagues in their communities 
and are 
now affiliated 
with 
the 


American Red Cross, which is badly 
in need of any any possible assist- 
ance. The Red Cross is one of the 
finest Institutions 
in America, and 


has 
accomplished 
a 
marvelous 


amount of good considering its lim- 
ited capital and equipment. When 
the European 
war first broke out 


the Red Cross 
of Russia had 19 


million dollars at its disposal, and 
at the present time Japan's organiza- 
tion has 13 
million dollars for a 


working basis, with a membership 
of nearly 
two 
million 
members. 


Compared 
to 
these figures, the 


American Red Cross now has less 
than two hundred 
thousand dol- 


lars in its treasury and thirty thou- 
sand members. Under these circum- 
stances, it is up to every American 
woman who is in favor of prepared- 
ness to join and help the organiza- 
tion. 


Owing to 
the lack of 
sufficient 


funds, the American Red Cross has 
been compelled to discontinue all of 
the work it has been carrying on in 
Europe, and to devote all of Its at- 
tention to the present needs of the 
United States. 
It is now organizing 


equipment for field hospitals and 
storing it in federal buildings in va- 
rious parts of the country where It 
can be easily moved forward upon 
the outbreak of hostilities. Several 
of these field hospitals went to the 
Mexican border along with the state 
militia. 
Already 
many new mem- 


bers have been enlisied in the hos- 
pitals throughout the country, but 
the Red Cross is still 
in need of 


many women supporters to raise con- 
tributions and to make hospital sup- 
plies and otherwise help the cause 
along. 


But it is not only necessary that 


womon should train themselves for 
taking care of their men who go to 
war, 
but they should train them- 


selves ior self-support. 
In Europe 


today there Is hardly a woman who 
is, not more than earning her living 
by some means of work. She does 
not have to drive a bus or a street 
car, 
or run 
a subway train; many 


women are bank clerks. Insurance 
agents, spies, wireless telegraphers 
and atill others are simply staying 
home and taking care of their fam- 
ilies, but they are attending to their 
iobs as they 
n«\er have 
before, 


.lust recently when the mllltla left 
to protect our southwest 
border, 


m»ny American women 
were com- 


pelled to obtain 
work since there 


were numerous small firms employ- 
ing militia men which were unabl* 


TO HAVE 9XUL M 


Mambers of Allan County Pomona 


grang* will enjoy a big nkate dinner 
at Memorial hall Saturday, fa con- 
nection with thalr monthly meeting. 
Families will 
bring thalr baskets. 


filled with cholc* articles .and din- 
ner will be served .la th* basameat 
from 11:20 to 1J:»0 o'clock. 


C. W- Burkhardt, worthy matter, 


will preside. 
C. R. Morgan to lec- 


turer. 
The following program will 


be given upon this occasion: 


10:30 to 11:30 Business meet- 


ing. 


11:30 to 18:30 Dinner. 
12:30 
to 1:00 Unfinished Busi- 


ness. 


1 to 2 Lecture hour. 
Song by the Orange. 
Select Reading, Mrs. Julia May. 
Quartette* by Howard Binkley and 


party. 


"How 
to Manage the Sunday Din- 


ner." opened by Mrs. Hoover, follow- 
ed by Mrs. J. W. Weaver and others. 


Quartette by J. W. Weaver and 


party. 


"Why 
Was 
the 
Grange Organ- 


ized?" flve-minute talk 
by Amos 


Binkley. 


Closing Song. 


CARD OF THANKS. 


We wish to thank neighbors, 


friends, relatives and societies for 
their sympathy shown us and the 
beautiful floral tribute during the 
sickness and death of our beloved 
son, Arthur. 
• 
MR. AND MRS. J. R. GLENN. 


HAVE CELEBRATION 


The annual lug-breaking at the 


Third Street Mission church, South 
Main and Third strets, will be held 
Sunday, at the time of the Sunday 
school hour. Children of the school 
are given jugs, in which, during the 
year, they store away their pennies. 


The lugs will be brought to Sun- 


day school and broken Sunday morn- 
ing. 
The money 
wHl be removed 


therefrom and 
make up a 
fund, 


which will be used for foreign mis- 
sions. 


Miss Affa Smoatz, former scholar 


and Sunday school superintendent, 
in Lima, home on a furlough from 
four years 
of missionary work in 


Africa, will speak at both the morn- 
Ing and evening service. 
The Rev. 


W. H. Lugibihl is pastor. 


It- 
PEQUOD 


THE DE1SEL CO. 


Several from this place attended 


the funeral services of Mr. Albert 
Miller, which were held at Morris 
chapel Sunday. 


The electrical and wind storm ot 


Monday did quite a bit of damage 
to fruit trees, fences and crops, and 
the large barns of Abram Breneman 
and Wm. Diller were struck by light- 
ning and burned to the ground. 


Mr. and Mrs. Harvey 
Judkins 


spent the day with their daughter, 
Mrs. Edward Harner and family. 


Geo. Dilsaver of Delphos called on 


his brother Mr. and Mrs. John Dil- 
saver, Tuesday evening. 


Mr. and Mrs. David Good are the 


owners of an automobile purchased 
recently. 


Quite a number from here attend- 


ed the funeral services of Mrs. Ab- 
ram Good, which were held at Salem 
Tuesday. She bad lived in this vicin- 
ity until a few years ago and was 
highly respected toy all who knew 
her and her death is deeply felt. 


Mrs. John Dilsaver and Mrs. Chas. 


Dilsaver called on Mrs. Frank Schell 
and children Monday evening. 


Mrs. Lewis Staup is visiting her 


daughter, Mrs, Chas. McDonel and 
family. 
Fred Ditto and family were in 


Lima Thursday. 


Mr. and Mrs. Chas. Dilsaver were 


visitors at Kossuth Tuesday evening. 


Mr. and Mrs. Harvey Judkins, Mr. 


and Mrs. David Good and C. P. Ride- 
nour were callers at the Abram Good 
home. 


Mrs. Sol Bowers called on 
Mrs 


Frank Schell Sunday. 


Fred Ditto and 
family. 
Frank 


Sohell and family and Mr. and Mrs 
Chas. DUsaver took Wednesday din- 
ner with Mr. and Mrs. John Dlleaver. 


Allen Foust, Mr. and 
Mrs. 
Sol 


Bowers, Miss Luctle 
and 
Pauline 


Stemen called at the Albert Miller 
home Saturday evening. 
Bixxmnouxns CHASE SLAYER. 


AKRON. O., 
Aug. 
4—Led by 


bloodhounds a sheriff's posse is s**k. 
ing Nelson Jackson, 
30, negro ot 


Nashville, Tenn , following the fatal 
shooting of 
Thomas 
Morgan, also 


colored. 
Morgan, 
an employe ot 


the American Sewer Pipe company, 
war, walking through the company'* 
yard !ate last night with a color** 
woman to whom Jackson had bee* 
paying attention when they net th* 
latter. A quarrel followed and Mor- 
gan was shot and hutantlj Killed. 


• tv 
J- ! 


L 


IMA IB a hustling, growing city—her citizens are proud of her—her fame is spreading 


wide. To keep in touch with her progress requires great things from all of us. Her 


mercantile needs require a progressive, alert store capable and willing to supply the goods 


•wanted at a price which is in keeping with the qualities offered—a store where values are 


always found as represented—a store where service is always cheerfully and carefully 


maintained. The Big Store has heeded THE CALL TO SERVICE — large stocks have 


been carefully bought in extensive assortments, with the thought ever in mind to secure for 


jur customers merchandise worthy of their approval and purchase, at prices which they 


would know to be the lowest for which like qualities could be sold. A trip through this 
great institution will convince you that we are rendering well the service to which we have 


been called—and here are 


Prices 
Good! 


Men's and Boy's Straw Hate 
Half-Price 


Trunks that defy the baggage smashers, 


made of heavy fibre, steel bound, have 
heavy brass bumpers, 
d» ••* t!L(\ 


i r o n bottom and 
«plW»i)\/ 


strong leather straps, 
^J 


a special value at 
Suit Cases and Hand 
Bags at Special Prices 


orfolk or pinch bacK 
i$4.19 


Boys' Suits with Norfolk or pinch back 


coats and 
knicker- ( 


backer 
knee 
pants, < 


regularly sell at $6, 
special 


Men's 
Balbriggan Underwear, shirt* 


have long or short 
sleeves, drawers have 
double seat, special, 
each 


Men's Pure Silb Shirts, guaranteed 


fast colors, 
regularly sells 
at $3.15, 
$2.39 


Men's Negligee Dress Shirts, made of 


percales and madras 
in fancy stripes of 
many colors, sizes 14 
to 17, special at 


Shoe Specials 
Notion Specials 
In the Blouse Shop 


•0W 
—" 


Boys' elkskin outing shoes, made of high 


grade leather, sizes 11 to 2 1-2, Saturday 
special |1.89. 


ar 
»• 


Youths' tan oxfords, have good elk soles, 


sizes 8 to 2, Saturday special 98c. 


Men's gun metal and tan oxford?, button 


or blucher styles, Saturday, $1.97. 


Women's Wack patent leather cross strap 


pumps, hand turned soles, leather covered 
heel?, stylish and dressy, Saturday special, 
at $3.29.* 


3T 
SB- 


Women's white kid lace boot, leather or 


covered heels, turned or Goodyear welt solos, 
Saturday special, $3.29- 


3T 
SB- 


Misses' one or two strap slippers, made of 


patent or dull leather, Saturday special, 
at $1-79- 


BASTING THREAD ATI l-2c 


5c Basting Thread, 200 yard spook, Sat- 


urday the spool, 1 1-2*- 


W 
3T 


HAIR PIN CABINETS AT 2 l-2o 
Regular oc cabinet of assorted sizes hair 


pin?. 
__ 


Art Goods Specials 


Crepe de chine Blouses in a wonderful as- 


sortment of the newest styles and colors, all 
sizes. Sell regularly at $3.98, Saturday 
special at $2.85. 


The famous $3 "Welworth" Blouses—the 


best value to be had anywhere for §2—spe- 
cially priced Saturday, $1.69. 


$1.60 COMBINATIONS, 
60c 


"Silk 
Craft" 
envelope 
combiuationp, 


stamped on silk finish batiste, with mite- 
rial to embroider complete, regularly sold 
at $1.50. Special Saturday, 50c. 
sr 
3W 


Basement Savings 


Underwear Specials 


WOMEN'S PANTS 


Women's 25c and 30c gauze pants with 


cambric bands, either loose or tight knee, 
all sizes, reduced to 19c. 


BOYS' SHIRTS AND DRAWEE 


Boj>' 25c separate drawers and shirt?, 


either me?h or ribbed, sizes 24 to 30, at 
special, 15c. 


BOYS' SUITS 


Jiift a few boys' 35c dimity suits, with- 


out sieves, loose knee, elastic belt, reduced 
to 23c- 
__ 
_ 


Hosiery Specials 


WOMEN'S OUTSIZE HOSE 


Women's oOc outsize fiber hose with rib- 


hod lisle garter tops, high spliced he<>l, rein- 
forced toe and fcole, all sizes in white onh, 
reduced to 47o. 


WOMEN'S WHITE HOSE 


Women's 15c ribbed top, white cotton 


how, no scams, reinforced heel, sole and toe, 
all sizes, reduced to 12c. 


W 
3T 


BARGAINS IN TAN HOSIERY 


Women's tan hosiery at greatly reduced 


prices. 


50c fiber *ilk. without scams, regular re- 


inforcement*, all sizes, 39c. 


35c plated hoot at 19c. 
25c tan liile, all sizes, to. 


Specials from the 


Great Furniture Sale 


One assortment of genuine Mahogany 


Chairs and Rockers that 
formerly sold 


from $9.00 to $16.50, choice at $4.95. 


3T 
3T 


$25.00 Golden Oak Buffet, heavy plank 


top, French plate mirror, Colonial pat- 
tern, special for $17-95. 


ar 
sr 


$35.00 Golden Oak Buffet, massive de- 


sign, best quartered 
stock throughout, 


Colonial style, for $24.45. 


3T 
3T 


$16.50 Golden Oak 
Buffet, made of 


genuine oak, high grade finish, French 
plate mirror, $12.45. 


$36.00 Fumed Oak Buffet, arts and 


craft design, heavy plank top, beautiful 
finish, for $24.45. 


3T 
3T 


Brussels Rugs, full seamless 9x13 feet, 


good 
patterns 
and 
colorings, 
worth 


$17.50; will be closed out at $13.95. 


aw 
ar 


Seamless Wilton Velvet Rugs, very ser- 


viceable and suitable for any room; *T, 
toda\'s mill price we could not buy them 
for our August clearance price. 
$:?000 


value for $21.95. 


Rr.tiii1iful 25c Cretonnes, yard 13 l-2c 


25c Marquisette, yard 13 l-2c 


Yard wide mercerized finish, white, 


ivory and national. A yard, 13 l-2c. 


$2.00 and $2.50 Marquisette Curtains, 


Pair $1.49 


Tho«e pretty curtains will go quickly 


at this price; silk finish marquisette 
hemstitched with fine linen 1«« edge. 
Thft pair, $1.49. 


Refrigerator, 25 Ib. top icer, white enamel 


lined, solid ash frame, sold regularly at 
$13.50. Special to close, $9.00. . 


ar 
rsr 


Window awnings, blue and white striped 


canvas; 10 left that sold for $1.25, i-pccial 
to close, 75c. 


Oil stove, blue flame asbestos wick fctoves 


two-burner, sold regularly at $7.50. 
Special 


at $5.00. 


3r 
ar 


Universal Food Choppers, medium size, 


come complete with four different detach- 
able cutting 
blades. 
Regularly $1.69. 


Special $1.28. 


Tea pots for 
making ice tea, made of 


earthenware, 6 cup size, sold regularly 39c. 
Special 19c. 


Beautiful bisque composition statuary in 


a variety of subjects, sell regularly for 98c, 
special 48c. 


Waste paper baskets, made of oxidized 


Milid metal, sell regularly for $1.00. Special 
at 69c. 
, 


ar 
ar 


Skirt Boards, 5 ft. 
long, 
15 inches 


wide, made of 
best, selected kiln dried 


lumber. 
Sell regularly for 78c; sp-.ial 


at 59o. 


Water cooler, made of heavy galvaniaed 


iron and shaped to fit in ice chamber of re- 
frigerator, 2 qt. size, sell regularly for <ISc. 
Special 25c. 


Lawn hose, 5-ply canvas inserted, nude 


of good live rubber, guaranteed for 1 year, 
3-4 inch size. Special ft., 9c. 


Clothes sprinklers, made of ?la«8, tluped 


I 
to fit th« hand, regularly lOc. Special tc. 


fi 


"I 
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By Curler, per •*«* 
By Cwrltr. per »e*r 
OB Bunl Home*, pt» jrwr 
lly OltU W paloi* 1» Cn!l«« SlatM 


Ai! null «owcript!oos 


will cosier a I.w oo U* f>rei»J»t»<.» Ittjwt'UwBt W 


wriJc*. 


Rivalry As a Habit 


Beatrice Fairfax Writes on the Futility of Always 


Going One Better. 


HEALTHHINTS 


KOl'lt THIXOS IJEU' 


SI'RKAU I*REAI» FEVEH. 


AVE YOt' <?r«r played "Hop.«their ftttiers 


Preparedness 
Peace 


KdllorUl Ifc-omi M*:a S4»s 


Prosperity 


For I'realdett 


V700DBOW WILSON 


wf New Jersey 


For Vle» President 


THOMAS B. MARSHALL 


,,', 
IlllllUII* 


sltli>, and Jumy'". 
If you 


were ever a boy, you have, 
ins root idea of the game? 


r to go OCP better. 
You go in 


Iturij, and each succeeding turn you 


to ovestep—U b)' out an iofh 


-the j:iarU of your pre 


Of <-our»« there came a limit 


«titly. 
Some loug-lfgfed, 


ping. kaoiaroo-li-ie young 
some bouiidiuc boy. net a mark no- 
body els* could beat—and he -von. 
lit- set up a new record, surely an 
;:j:'.ussibl« oiie to beat! 


A!>r but taa* 
was what we all 


said before. The fact is. 
there is 


nothing 
impossible 
to beat. 
Jm- 


i<Oa-iilj!i; i= a courard't word. 


I know a family who. from 


eraiion to generation, have all >*n 
lamplifbtera, and another that Lave 
an "been Trat-eatche'rs. - Xbw, " 
tlit.se occupations are useful, ami the. 
present holders of the family trade, 
or vocation, are immensely proud of 
the fact that in the one rase a pr«de- 
cegfior climbed * ladder and lighted 
an oil-lamp ok 
the old 
Harlem 


bridge, and that s predecessor in the 


Aivafce at l~»»t. 
j 


1 went around a great work* the; 


oth«r day. The young partner, who 
was my guide, said: 


"My grandfather mrted in that 


building 
and 
)i»- and 
hit, family 


FOB THE CHILDREN 
I came beforo th« sfciiale under the 
Taft ndmiiiietratlon, he was otic of 


watched 
the 
stage 


as he caught rats in 


Water, food, fingers and fl: 
Thee* four thing* are respoasible 


for the spread of typhoid fever. 


The scourge of 
the disease 
ia 


many American cities resulting from 
water supplies unfit for human use 
jt ftlficd Lhe term given to the dis- 
eeae of "ir.v nationBl 


. ^r MM* wh^ MM. c—i - ^.i^u* isp!s 
naadarda of aatety. 
^ Jtims of typhoid ferer sboald ae rat- 


Milk it to« BMMt important 
-ooajv.i,,at<.<j. 
Those specially «paa*d. 


product which »ay «!*• riaa 10 W--\^ 
t-avel«rs. 
camper*. 
*nj:a*ar§, 


demle* «f tJVfeoU f«*if. 
i plumber* and workers ic :c«u«rial 


A allk avp»ly bacomoi 
iala:tedj vjUagMi should take meaas to be- 


either throufh 9*r*oB» aandltns the cfjne immunP to tie disease. 
nilk or through eana waited with or 
"**-, uni»p 
crnuintnf »pur* w»Wr. 
tSFALTEKIAG HOFt.. 


lived over :t. 
My father ba!K the! * community Is suilty of criminal 


big factory o-.er tfa*re. and 1 aat»j"««u*«nc* 
Jast added this." 
!, 


1 looked, and s<r.v a building into i ' 


which the other two could have been; 


of the 
a* 


consumer to ••fcded. 
j 


Typhoid ferer. *earlet f«w. tuber-j 


-ye*. It cause as a surprise." 
••Well, no* 'flat it is really ao I 


put. 
i>ox. 
Sack: 


Popular Merest in the coming jtwf> £)e,nocjatii: senator* to. cut* 


primaries will be i-inali; compared to^hc affirmative. A vote for 
what woittft: ordinarily n rise over a!pomerew HU ** a vote of. cohfi- 
tictot more -replete -with clashes, deuce in. the Wilson administration 
There are few fights of more thnn 
passing attention and the addition 
of the lengthy 'elate tic-tut, will) its. 
string of little-kpown • lesfl-cai'o 
mysteries, has driven 
voters from 


other • case 
coaches pass 
the old -days. 


Tea; bat those fellows ought to 


be utterly ashamed. 
.It was their 


b'onnden duty to go one better than 


Every vote..against ..him will bo u 
vote against the Wilson adniiniii.ru- 


Pmnercne! 


THE 


DEUTSCHLAND 


The (jrenpau: merchant submarine 


Dentschlimd has'tnade wTiat' nppears 
.() ^ tf ^.^g^^ get-away from 


! 
toys into a 


generation 
had 
KOUI 
one belter. 


alike lo buildings ::nd methods ar.41 
machinery. 


There was an amazing statement 


in the pipers the other day that, it 
was said, 
an American 
workmus) 


could turn out three- timer, as mucbj 
on an average as the British work- 
man. b«caux6 
of labor-saving de-; 


flees. 


If * man devised » machine that 


•went one better 
than anr 
other, 


many 
a firm in this country -crap- 


ped ibe old plant and adopted the 
new. 


Juat as every upward step in hill- 


elimbing opens up new prospects, so 
every discovery 
in science and art 


and phlloaopby 
and method opens 


up uirguessed possibilities, until at 
length the achievements which yes- 
terday seemed miracles are the com- 
monplaces of today and the duds of 
tomorrow. 


ANNOUNCEMENTS 


! reseatatiTe to 
Congress 
from the 


Fourth district of Ohio, subject to 


For Judge of the Court ol 


(Short Tern} 


We are autnotizeu 


the democratic 
primary 


! August 8th. 1916. 


election. 


ol 
JOHNSON. 


r.una 
Celina. 


the .primary instead of attracting 
them. But 'for the residents of 
Lima, of all parties, one little bit.of i 
advice is certainly to be presented:; Baltimore, ami unless exceptional 
Don't fort/el the school bonds. 
| precautions are taken by the British 


Jwst because you -haven't an inter-. Captain Koenij; iind Itis crew will 


«st io the nomination of a clerk or j reach Bremen 'in safety. 
All Arner- 


t coroner or something else—and j icnus, regardless wf sympathies on 
the primary with more than fifty j the war, have enough sporting in- 
percent -is etill to come—don't stuyjstinct to 
wiwh 
the boat an even 


away from the polls. The fact th«tj chance nnd good fortune as a re- 
vou care only about a congressman;wart! for bravery. 
or a jxtdge should not permit you! 
There are many lessons in the 


to ignore the school bonds in w.so. J.iojouni of tii<! sulnuerfiihli'. 
Tin-re 


you d'j participate. 
Go to the poll."! is the sermon nf preparedness and 


to vote for the issue it for no other | the exposition of the futility of a 
reason, and 
iC you 
go foe other blockade njrainst 
merelumt. 
<l-.ip?. 


it he sure 
to 
remember tli'iv There is a paral)le on German sci- 


entific skill and an emendation on 
(Icrnmn ie;i!ixatiun 
of 
America's 


position as the world's More hmisc. 


Appeals, (snort term> 
the decitilon.of the democratic pri- 
mary to aa 
aeltf Tueada?. August 


Clerk of Conns. 


We ara • authorized to auaoanca 


^ 
e name of J. MILLER LAUDICK 
^ i as a candidate for the Democratic 
lo' nomination for county clerk, subject 


to the primary of August 3. 1911. 


Slh, 
His rip% .experience. 
We are anthorUf.-a to 
announce 


that IRA F.'CLE-M 
Is a eendidate 


for the Judiciary. 
support. 


We are authorised 


merits 
j of Allen county,. Democratic Primary 
election, August 8, 1916. 


to announce] 


bonds. 


This battle hns ben so ovei>h«fl- 


owed by others involving pcrsonali- 
ties.-instead of figures that the nut-j But tin 
nrat tentlency of many would ordi- 


roal lesson, and the on.:- of 


rr, is 
that nf neu- 


narily be to overlook 'the mutter en- trality. 
tirely. 
But this is net the bottle. 
Ever sin«:o -ih«. 
r 
war .-iartcd 


merely of Ihe board of education or (•ii-rniim-Aincriraiis ha\e 
of the state Jicalth di-pnrlment. 
' I t ' t h e ft-elinjj thai thr 


is not the heaaLiiieaiion of the Souihj \\;\< been pro-'Hriiish. 'I'hc clnr 
Side or the embellishing of oilier i uiiule thai Ami-riea M'!ls nitiiu 
eections of Limn. THl^ !S Till:, and supplies tn ihe Knti-nte . 
CHILDREN'S BATTLTv- and it land not to the Central powers. 


Bf*NJA-\ll.N MK.CK, ot ilucjTUS, as a j 
candidate for the nomination.for *. • 
» - - -- «——N< ^ 


office of Judge ef the Courtoi 
candldate for tne offlce of 
peala. at the y r a r y elecuon. Tues-, 
day. August 3. m». 


I.I.IMI 
mflfm' 


L. 
Conn 
Harry 


county 
for Judge of th« 


ct 
Van Wert 


For Couuty Treasuw. 


We are anU»orl»ed 
to announce 


is 


Treas- 


I Democratic Primary election August 
IS. 191C. 


Court 
to arxnounc, 


LEONABJ> 
WALTHER> 
o, 


*. 


State at««for. 


GEORGE W. HObL. of Auglaiz, 


.rounty, announces mat he is a' call 


tor Stale Seaaior t'rojn 


district or Uuio, subject tu tiie 


of the Democratic Frimury 
to be Held Augusc SUi, l»lti. 


. of Treasurer of Allen county, sub- 
! lect to the democratic primary elec- 
tton, August 8, 1916, 


We are authorized 
to announce 


j the name of LEHR B. MILLER, ot 


township for the office of! 


of Allen Bounty, subject 


to the democratic primary, August 
8, 1916. 


T. 


IOY : pertVc 
-oil i.) the Dual 


should be yvurx. 


Con<1itious aro such tlint 'none 


nmst be •: xpemk'il 
lo 
rcliovft llioj Alliiinci. 
1 wliciifvrr tin' ships of (!cr- 


overcrowdin^. 
Health am! comfort I m:ui\' cnn? !" 
risk 
;iitack by i i i c 


ciemar..1. more moin. The bonds will ; British nnvy ;in>l m.nr over. 
provide i i.. 
Jl' you linvo chiMron ol' 
Tin1 1'in't 
tliiit 
ihe Deutsi-hhini! 


We are authorized to announce 


that THOMAS M. BKRKV is a can- 
didate- lor the ott'ico ot State Seuu- 
tor, H2uJ Senatorial District, subject 
to 'the deoislou ol the Democratic 
Primary election, August 8, 1016. 


For Couuuletiioncr. 


II elected i will 10 all in .uy pow- 


cr to see that, lor every dollar of 
ihe taxpayers' 
monej 


they title taxpayers) 
a dollar's worth ot service .ii rcturu. j 
J. K. WILLIAMS, democratic candi- 
date lor county commissioner, Alar- 
1011 township. 


\Ve arc authorized to 
announce 


that 
C. H. HOSIER, of. German 


tliat 


For County Surveyor. 


ELMER HllYFY ot BluffUm, an- 


nounces that he is a candidate for 
county surveyor, subject to the de- 
cision ot 
the 
democratic primary 


electioa to b^ held August 8, 1916. 


I f : wa 


l, t r y '" v ork up enough i ni^H'sf-i 


yonr o\vn the arjiiimcid suH'icos. 
you have no 
interest in children 
in 
jfeneral. td 


vote for 
Lima's 
kids—and ;iv>re 


room 
for 
ilu-ir 
> 'ducat ion. 
The 


man who oppo.-c.s has no argument 
save false ccouomv, ami the chief 
dsaracicristi 


with a \ahiiiblc cargo of 
w i l l do much lo reconcile 


t Jerman-Ampriean 
voters 
to 


I'rcsidciii WiUon. They now reali/.e 
t h a i Ihe only reason \vhv Germany 
has 
not secured froodv hen- i- 
1 bc- 


caM.»e "t i n a b i l i t y 
to 
cuiiii- after 


to which 
the piU 


mind will a t t r i b u t e such opposition 
is ''cussednes--", pure and simple. 


• • ' ' i ' them, ami t h a t has now been 


v-,1. 
N - u t r a l i t v w i l l "tit. 


rc'- 


VOTE FOR POMERENE 


Pro i 
1; res si \e Deinocrats everywhere 


•with one accord inddi^e the k^isla- 
tive propram carried ont by the \\ il- 
eon administration. 
I t follows Mint ; 


to be consiMent lliev should indorse 
-v),,, 


the men who ha\e worked ,iiul voted j r ij| v ]h 
to make that program possible. 
.No 


man in cither branch of cor.tjrt,':^ 
has done more' ,ih>m;- t h i s line t h a n 
Ohio's senior senator. Alice I'om- 
erene. 
Democrat•; who believe in 


the income tax. ihe 
fcdci-."! reserve 


fvstein, the fcder;:! ir.-ide commis^ 
fion, the [oruard-lookmg legislation 
in the interest'- of the laborinj: and 
farming 
clar-.-es 
t i n - 
election 
o| 


T'nited States .-.enaiors by popular 
vote, (he taking of the t u r i l V out of 
politics through the '-rcaiion of a 
perrnnncnt 
tariiT 
comnii.-sion 
and 


other s i m i l a r le^i.-laiitiii. owe it to 
the senator to L r i \ ' - him 
n vote of 


approval 
at 
i h « - 
i'rnnarie- 
next 


Tuesday. 


He 
IIR-' worked 
and 
\o|ed 
for 


these JTiM: live- i" t k ' ••enate, except 
the tariff coinmisnon, and 
lv> will 


'I'he next few <l::\s may see sop.u 


d i r t v work in the primary lights. 
The l a s t - m i n u t e s t u i T may s t i l l he 


I'll'cctivc. hilt 
it"- iT'-'itillU" (O be 
bad 


form. 


We are authorized to announce 


that J5. A. 7ULLEK, of Monroe town- 
ship, is • candidate for the office of 
County Surveyor, subject to the de- 
cision o£ the 
democratic 
primary 


election, August the 3th, 


John G. Tu;t or Lima, announces 


that he is a candidate for the office 
of County Surveyor of Allen county, 
subject to the decision ol the Demo- 
cratic primary election 
to be h« 


Ansust 8, 191 C. With 30 years of 


experience as a civil engineer, 


township, is a candidate for the of- 
fice ot County Commissioner, subject 
o 'the Democratic primary election, he WJU make ^^ [Qr AUen county 
August S, 1916. 


The name of J. F. CUPF is an- 


nounced as a candidate for the of- 
iflf ft ai C * 
l liv^dijvc'J 
<13 
*t 
*- anu U1«1LT? 
iUT 
LUC 
UJl- 
that J. A. MILLKK, of Spencemlle. fice of c 
surveyor, subject to 
is a candidate for the oftlce 01 county 
cumtul^sioaer, subject to the decision 
of vhe democratic 
primary election, 


August 8. 1916. 


We are authorized 
to announce 


that F. C. 
WniGHl 
of Monroe 


To\vunbip is a. candidate for the sec- 
ond nomination for 
tna office ot 


County Commissioner, 
at the pri- 


mary election, Tuesday, August 8, 
1910. 


decision of the democratic primary 
August 8. 
Member Ohio Engineer- 


ing Society; member Northwestern 
Ohio County Surveyors' association 
Years of experience in Draining, En 
gineering. Bridge and Road Build 
Ing. 


ndidate 


What ever h<vnme 
of 


am.1 


old- 


it comes bo fore 


ent, on nvord for 


n 


vote for tliiil v 
the penal.o. 
1 1'' 


N pcniKi'ifnl 
t.-irilT 


his speech ln-forc iln- O!:io ^-i 
a?scmMy when lie «'as cloc-icd 1 ni- 


scn:ilor. 


knmv 


weath- 


Dr. 


ll'imt st 


K V K N J N i ; : 
l-'.vi'i-y l i t - 


aV' l i c i ^ ;i vritniini: M ! I 
his 


CLIPS 


For Sheriff. 


We are authorized to 
announce 


that Sherman E. Eley is a candidate 
for re-election for the office of Sher- 


We are authorized 
to announce iff "f Allen County, subject to the 


that WM. A. EHERN MAN'. rJ Lima, j primary election of August S, 1016. 
is a candidates for the ofll'.o or com-1 
_ 
'_^ 


missioner of 
Allen r.o-mt-j, demo-; 


crattc primary election, August S, j 
tltltf. 


We are auttiorired to announca 


that J. t LUGlNBUHlj. of Richlau-1 
township, is a candidate for the of- 
fice oC county commission-'', suDj-\ ' 
to the decision of the democratic ;.i. 


election, August 8. 


For Conpres*. 


\Ve are authorized to nnnou. 


that BENJAMIN K. WELTY of 
Icn count;, is a candidate for 
office of Representative !n Con, r 
from th» 
Fourth dirt-'.-- 
-f C 


rratic primary 
election, 


1916. 


We «re authon-ed 
to announce j 
Put »n X hrfor* my ««»«> tiext 


that N. W. CUNNINGHAM, of bluff-. Tuesday. Show you nnrtores ft Good, 
ton, Is a candidate tor the second 
nomination for the office of rtcpre- 
pontatlvo 
to 
Congress 
from 
th« 


Fourth district of Ohio, «ubject to 
the Democratic 
primary 
election, 


August 8, 1916. 


In filling the now vacancy in the 
nrome cfurl. ii ii'i] scarcely l>o t'i- 


ported that 
Vnisi.icnl Wilson will 


L. M. STUDKVANT, 
ot 
314n«T. 


Sholby county, anno\inc«s that he Ii 


find another Hrandois, for men o f j a candidate for confirwis from the 


Fourth district of Ohio, subject to 
.Instirc Brnndots' character and call- 
hcr are raro. 
It cnn, however 
be 


definitely nxpectotl that the oominit 
apvointco will honor the < n u r l , hrinp 
it nf-aror the people and coiuributA 
to the welfare of America. — rv>r(!and 
(Orel J Journal. 


tho democratic 
August 8. 


primary 
election, 


ar« auaioriif4 tn tnnounce 


tnat T. T. RIDDLE ol AH«n county. 
Is a candi*at« for th« «f le« of Rep- 


opofi stand for those thing! 


that are ItiKhi., Tme and Honest- 


For County Surveyor 


Authur L. Fisher 


115-117 W. Market St. 
Lima, Ohio 


Foremost Makers and Distributor! of Men's and Boys' High Grade Clothing 


YOU WILL FIND HERE MOBrl[M]W>fc*ANT VALUES DUJtUH* OU& 
MID-SEASON SALE 


The wonderful price-reductions announced in this great clearance of Men s 


Young Men's and Boys' Clothing, Hats and Furnishings, make the moment 
powerfully opportune for your purchases. Eilennan's celebrated clothes, the 
standard 'in smart styles and value-giving -quality now offered at an increased 
value of 35, 50, 60 per cent per dollar^ 


Here's A Practical Demonstration Of "How To Save" 


Men's and Young Men's High Grade Suits. 


All the popular fancy fabrics of extra qual- 


ity. The new models. All the smart new shades 
in worsteds, cheviots and fancy mixtures. The 
best values anywhere. Mid-Season Sale price. 


Men's and Young Men's Splendid Quality Suit* 
1O.75 


Eilerman's Celebrated Quality Clothes, em- 


bracing all this season's most favored styles and 
products. Guaranteed values. Newest mate- 
rials. Finest tailoring in two and three:piece 
styles, at 
• • • • 


Men's and Young Men'* Good Wearing Suits 
6.75 


Suits made of pure worsteds and all-wool chev- 


iots. Splendid garments in a great variety of pat- 
terns. No such values anywhere. Mid-Season Sale 
Price 
.'•-• . . . - . • • • • • 


Men's Crash Cloth Suits 


ery stylish garme 
$6.50 


Excellent all-wool fabric*, very' stylish garments. 


Well tailored. 
Matchless 
values at ; 


BOY'S CLOTHES 


WONI»ERFULi VALUES AT 


$1.75, $2.75, 
$3.75 


Norfolks cut over latest models; choicest ma- 


terials in cheviots and cassimeres. 
Ages 6 to IS 


years. 
Full cut garments. 
Best tailoring. 


"DeLuxe" Palm Beach Suits 


and dark materials. 
$6.50 


In many patterns. Light and dark materials. 


Staple and pinch-back 
models. Intensified 
values at 


FINE TROUSERS 


GREATLY ITNOEKPRICEW 


$1.75, $2.75, $3.75 


For mwi and young men, made of all-wool fab- 


rics. Semi-peg an-d new peg styles, with caff bot- 
toms. The greatest values erer offered. 


Genuine Leghorn Hats—Any Leghorn Hat in the house. 


$5 and $6 qualities, to close at 
$2.48 


Fine Straw Hats. 


AW *2 MAT IX THE HOUSE, REDUCED TO 


$1.00 


Emirr .-H.ik Straw Hats in 
yachts and soft 


braids. 
Act quick if you want oiie at $1.00. They 


?re going fast. 


Genuine Panamas and Bangkoks. 


OUR ENTIRE STOCK, $ii. S7.5O, S10 


$2.89 


It's a startling and sensational sals of fine goods. 


Our season is about over. Yours has just started. 
This means every Panama in the house, $2.80. 


$3.00 SAILORS—Sennit and Split Straws. Every new shape, fl* 4 


to close at 
^ I • 


All Children's Straws at One-Third Off Regular Prices. 


Mid-Season Sale of Summer Furnishings 


Men'» 
Whit» 


•peotel 


fM«T 


3c 
»w»- 
k*r- 
lOc 


Men 


19e 
m, at 
3Sc 


Boys' Xuoo ftupcnda: 


rf» bajnr ta*4j lUimlti. 
bajnr 
rt 
to 
39c 


'f 


80k 
fci 
t* 
19c 


A 
t 


«ramltty. 


P^|«IZUS 


f Ut- 


txo*U«at 


Boys' SlooldbgB 
" it •••HIT. tut Mwk. 


to 
oC 


Mm*! and Boys' Le*ther 


to 
Drew Shirt* 


to 


Bltfi mo* 
»M 
colon, n- 
t* 
, 


S9c 
79e 


•att««. 
i 


19c 


Robes 


M»e reduced to 


33c, S9c, 73c 


Boy«' Waists 


ii quality P«rcal* aid 
*?!.!^....J3c 


Boys' UnderwBar 


Boys' ' j«»»oot 
and 
Poron 


fBioo dnil*. 
1Q<« 


Bwt qtrtlltr 
Xa5nsrok 
and 


Poroa TvHlon 


Man's Union Suitg 


NftlriMOk 
TTaloa 
Sulta, 


Knitted, all ttylee, 
7Q. 


I^WMd to 
l3C 


Oood quality BalttrigKaa Bhlrte 
or Driver*, 


to 


Berpti«n 


Bhlrti or iJj-awev», 
reduced to , 


Nalnaoak filurta or Dnwan or 


Porov-Kntt, 
OQ« 


Mdaeed to 
,. 03C 


4 Q _ 
, Ivv 


ffld-Scason Sale-A Honey Saving Oppcrtonity 


iNEWSPA'FERr 
lEWSPAPERl 
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DETECTIVE'S WILD 
YARN OF*' 


1 /*""*• 


His Recreation 


He Took Fowl to Dentist's 


Office Where Its Teeth 


Were Filed. 


BARBERTON. O.. AJg. 4—It was 


•ti exceptionally hot rtay. still tb« 
xeountlng temperature did not deter 
City Detective Eli Boerstler 
from 


tolling Chief Eiy the following orig- 
inal "mad" chicken story: 


Mary Fast. \ West Barberton lass, 


•was bitten by a chicken said to have 
tteea afflicted with th« rabies. In 
treat terror, the child's parents had 
carried the news to the sleuth who 
had gone after 
the 
chicken. 
He 


fouad the chicken in toad shape, 
foaming at the mouth and pecking 
ferociously through the netting 
of 


the box in which it was penned. The 
chicken was a valuable one. The 
sleuth pondered the situation. Fi- 
nally he donned a pair 
of 
heavy 


gloves, grabbed the fowl and carried 
lr downtown. 
To the office of a 


dentist he took it and there, holding 
It firmly, the detective commanded 
tfce tooth expert to file the chicken's 
teeth. This accomplished the sleuth 
then took the now harmless bird 
back to its home and get it at lib- 
erty. 


When Detective Boerster complet- 


ed his tale. Chief Bby is said to have 
gulped once and then collapsed in 
his chair with a dull thud. Whether 
fiom the story of the heat, the re- 
port did not state. 


SUNDAY SCHOOL DEPARTMENT 


CONDUCTED BY THE REV. D. CARL VODER 


da\ —Marion 
nual 
houie-coiuicg 


1 Law rente 


llook Ketieu. 


•Child Stud>", in* 
1 1.-. 
W 
\V. 


[ Smith, The Young Churthiu<ir. Co, 
! Milwaukee, Mliili . jiretfiit-. li.i- elf- 
_ 
I mem^ of <hi!d Miltiv ami religious 


~~ 
j'filuKOKV trealirs the proi fs-V' oJ 
23 KNO1VLKS ST.. 
* 
• 
BAST CLEVELAND, .»HIO. 
, ,h), mlnd g,.^,^ ,ht. s.nuUj, s, hool 


Gea'l. Mc'y. Cle»rl*nd Sunday School A>»oci»tlou ami Field \\orker ot ( l rn.-uluin. how to it-ai h, .UK! the 


the Ohio 3i:aday t*b'*X A»oci»ll*W. K> Whom All Qu<r»Uons ItcUUag M0,,u and ajlu of 
lu Uie \Vork Should b* AUdrMnert. 
j tion 


_ 
I 
-"lh«." Child 


For A«*«* « i- V^iou. , Sun^ >chool ».rkors of «oBion 


nisi: : 


ui the Hiiiiian 1'ro- 


l!»s. 
» — Brotherhood 
24. 
. 


Bluffton St John's Kt-foriued, at- 


17C. 
> O T 2 (report for 
. 
. 


June 2i. June 30, attendance, 117, 


<iy 
Jiluffu»i! 
Kinmanue.'s 
Reformed 


attendant!- 
I l l oil time Cd. $233. 


\\.->i \Ywton M i: attendance 77. 


on time (•" Jl "•'• 
Annual picnic of 


be 


an<i lleur> Kiick, all of Lima. 
the 
Andrews 
Aitphalt 
Com 


Hamilton, 
and H. P. Stryker COB- 


pany. Toledo, asphalt contractors. 
..».—• 
. 


KNCil-VKKIW NOTICE. 


There will be a regular meeting of 


Local 099, InteriMional 
Union 
of 


\\t-.-,t NVulon .\! 
K school will 


lu-Kl on Sanudin. Au4us>t 1'-'. 
Gov. |da> 


\Vil!.-> will M«'<tk 
j!ia11 


\\e--t 
I nion ChrUtu, attendance] 


S It-am and Operating Engineer*. Pri- 


tbl' 


Aug. 4. at 7:30, at our 


block. 


on 


* 
(Mr,. D. Carl Voder, 
j""u '"^l^ Sch<w, ,,,„,.„„, 
W-eshe M.I.S 
w h K h 
h n,- 


"The 
Uredteat 
Thing 
i« the! } 
H^ ^^ lne SuUvl%i;i' b htKll t.iK,n .sin,-,- th.- d.ivs ( f Tvr«- to thi 


World." 1 Cor. 13. Ine Love chap-, lej,&,ju, 
' 
'>i.ndii.t.- of 
child-virtue ^.u-tie* 


ter. The great solvent of th« evil of! 
A lcs,»on should be brought t.. a showins the titMti. -m 
>.f th-^-hilJ 


intemperance, 
\\hat other Chapter .cu se b> pn>siiig !iou:e to the i- artb !n t!"' J'a ' «1«t>s ft" wf>11 a' n" A- 


in the New Testament is devoted to! of tho pupiU the heart of tin- K^-on. 
Loral lt<*|>on. 


love"1 
Who 
wrote 
it? 
MentionJThis can be done by a ntting stor> | i.una 
South 
SiOe 
Church 
o? 


other star chaiJtera in ttic Uible, CJSU-!or lih.stralion. by having the jiup'.ls Christ, attendance 
'M : $10 1 fl__ 


,.*„„„ -.if*, thiv 
3 writo dowu on payer simultaneou- j.o^ai \-^n n Lojal Wonion 2>> 
paring with this. 


1. 
What occasioned thk letter? 


(Begin lessou uith 
lirst verse of 


12th chapter and 
read to close ot 


printed passage). 


2 
What is 
the source of the 


power of love? Gi\e illustrations of 


J> the niessagy e.uh o;ie 
the 
Central Church of Christ. 
« j 
v«-^-" 
#»*•- — —urn 
------ 
4.4* iii Q 
v di: 11 at 
\^ .t u i ^ i. 
v* 
-^ *»*»«*» 


lesson contains for them personally. | attendance. 
;'.T. 
?7 56— Bethany 


b> the teacher showing a picture that class 2S ^lsitorg 13 
' 
presents the lesson truth, b> reciting 
Uma 


an appropriate poem, by a well chos- 
en text or quotation, and by a fer- 


napl!gt< attendance, 


STII1CFT ISIHS 


L-ii ;ia\ln« contractors s'lbmit-' 
<!•> \c-.tpr-<a\ for the pa\inK of 
stret-ts 
Tbirtj-two different 


were 
made. 
Contracts 


\>!11 be let nc\t week after the bids 
•:avo been tabulated 


The bidders 
Included five brick 


contractors and two asphalt paving 
eompams. 
Those 
submitting pro- 


posals were 
Jameion and Bloi- 


sert: Blodgctt and Mullen: Richard 
Stone; H. L. Soloman and Company, 


COLI'MBl'S— State Fire :.!artball 


Buckley has Just 
announced 
that 


nearlv 1,'Hx) inspections were made 
and that order* were placed on more 
than 800 fire hazards by deputy btate 
fire marshals during July. Twelve 
arrests were made in arson caves by 
the department during the month, 
result! \s in fix confession*, the bind- 
ing over of eight person* to 
the 


grand Jury, the committal of three 
tc an asylum and the tending of 
three to the Juvenile court. Buckley 
reported a cart saving of $2.600 and 


*alary *avlng of $2.400 by dolns 


without a flr*t a*al*ttnt. 


mm mm 


BY URGE CONCH 


Funeral services for Mrs. Edward 


Gallagher, who entered into rest at 
her late 
home on 
North 
Union 


street, Monday afternoon, were held 
yesterday 
at 
St. 
Rose 
Catholic 


church at 8:30 o'clock. 
The Rev. 


Father A. E. Manning, pastor, sang 
the requiem high mass and paid a 
loving tribute to the deceased, eulo- 
gizing the sacrifices she had made 
that her children might be true to 
the mother church. 
He 
spoke of 


her loss in the home and how this 
loss would be 
keenly felt in the 


neighborhood and in her parish, as 
she was one of the good old mothers 
of pioneer days. 


Those who bore all that was mor- 


tal of this good mother to her last 
resting place at 
Gethsemani were 


Harry Kemp. John O'Connor, H. J. 
Lawlor, John Guinan, John Maher 
and Artheur Barrett. Attending the 
funeral from out of the city were 
Mrs. Thomas Jordan and daughter, 
Madge, of Columbus. 


J. Eakln Gadsby o: Was' ing- 


ton. D. C.. has made hit pile m 
real estate. He is over 70 and 
still has active manageuiont of 
his office. 
But 
Mr. Gadsby's 


avocation is 
more inter- ting 


than 
his business 
acticities, 


and probably stands on.., r- an 
unique 
recreation, tie spends 


most of his time 
riddin 
the 


capital of unwelcome cats and 
pigeons, a service he p-»-forms 
free of charge from t>ur< joy of 
marksmanship, with a 22 cali- 
bre, single shot rifle, which he 
presented to his wife as a pres- 
ent 
20 years ago, an' 
with 


which he never misses a shot. 
He has a perpetual 
permit to 


shoot anywhere he pleases in 
the District of Columbia, and 
the police call on him when any- 
body in the district asks for re- 
lief from stray 
dogs, cats, or 


pigeons from 
the floor of the 


reading room of 
the c.ngres- 


sional library, and inci_entally 
damaged not a single fresco on 
the ceiling. The rifle wi :ch he 
is using in the photograp"- has 
been fired more 
than 
3, ^0 


times. 


Y1UJKH 


PLANSSELECTED 


At a meeting of the building com- 


mittee of the Y. M. C. A. last even- 
ing, the firm of Shattuck and Hus- 
sey, 
architects, of Chicago, 111., were 


unanimously chosen as 
the 
archi- 


tects of the new Y. M. C. A. building 
in Lima. This decision was reached 
after an 
exhaustive 
investigation 


covering over two months and em- 
bracing tours of inspection of build- 
iugs at 
Canton, East 
Liverpool, 


Cleveland, Elyna, Fostona, Youngs- 
town, Chicago, and Racine, Wiscon- 
sin.The committee, 


The committee, consisting of R J. 


PJate, B. F. Thomas,, H S. Enck, 11. 
A. Mack, H. G. Wemmer and E. J 
Maire, deserve a great deal of credit 
for the conscientious and painstak- 
ing labor they put on 
the 
works 


committed to their care 
thus 
far 


Trips to other cities as mentioned 
above were made at their own ex- 
pense. 


NEW YORK—Because 1 e \\a-;er 


efl that the war would end in victory 
for Germany bj August 1, 1!>16, Otto 
Wiederberger 
must 
wheel a baby 


carriage from Alban> to this city o 
forfeit $230. Otto has started iron 
Albany to begin the big ' push." 


W. E. BAXTER NAMED 
AS COUNTY EXAMINEE 


W. E. Baxter, of Marion township, 


was yesterday named as Allen coun- 
ty school examiner, to serve for two 
years, beginning September 1. 
He 


succeeds Jacob Amstutz, of Richland 
township, whose term has expired. I. 
W. Byerly, of Bath 
township, and 


Co'unty Superintendent 
C. A. Ar- 


ganbright are other examiners. 


The county 
board of education 


made the appointment. 
The mem- 


bers consist of 
H. L. Williams, of 


Harrod, president: H. Fachler, of 
Lafayette, vice president; 
W. W. 


Rider, of Spencer\ille; John Bixel, 
of Bluffton, and Minor T. Long, of 
Delphos., 


the transformnig i>o\v^r of love—in 
Itg large heartedness. its t,ell-forgot- 
fulness; its sweet 
temper; in us 


Joy in the noble..in its endurance. 
What did Jesus say were the two 
great commandments? 
What is the 


greatest example of love? 
Can we 


'be made perfect in love in this life? 


Can we love everybody? 


3. Is the founding of an institu- 


tion to perpetuate one's name a w or- 
thy motive? 


4. Consider what it would mean 


to each individual and to the world 
as a whole if love 
held the place 


Paul gives it? 
How can we conquer 


the spirit of envy and boastfulness 
in our lives? 


5. 
A discusbion of "Love Versus 


Force" from the standpoint of Jehus' 
teachings. 


6. Sometimes liquor is offered as 


an 
expression 
of 
good-will 
and 


friendliness—is it a 
help to love? 


How can 
our 
churches 
get love 


enough to solve the drink problem? 


7. 
What "truth" does love re 


poice in with reference to wages and 
the saloon? employment and the sa 
loon' home and the saloon? Is love 
a gift or a growth? How does love 
"fulBH" the law? 
E. B. A 


7. Have we "put away childish 


things" in a religous sense? 


Sunday School News. 


Prof. Walter S. Athearn has been 


appointed to the position of educa 
tional superintendent of the Inter 
national Sunday School association 
beginning July 1, 1916. 


Mr. Charles E. 
Scenk succeed 


Hugh Cork as general secretary 111 
nols Sunday School association. 


Rev. 
Frank M. Sheldon, D. D. of 


Boston, Mass . has been elected the 
new general secretary of the relig- 
ious education boards of the Con- 


ent prayer. 


2. What is an jlumni department 


f the Sunday school? 


A Sunday school alumni consists 


f members of the school who have 
loved away, and io some iases there1 
jay be other conditions besides that 
f mere absence, such as having won i 
ertain recognition or ha\ing eom- 
leted a prescribed cour-e of study 


the alumni there should be an-| 


I 


FOR STATE SENATOR 


gregational church leading the Sun- 
day School and Publishing societj. 


A few of 
the 
religious men of 


financial strength 
offered $20,000 


annually to Boston university for the 
founding of a 
training school for 


For Senator In the Genera! Assembly. 


GEORGE W. HOLL 


Mr. Holl, who is a successful busi 


ness man of New Knosvllle, O , offer, 
his record as Representative in tht 
General 
Assembly 
from 
Auglaize 


county as his best argument for sup 


2 BIG SATURDAY SPECIALS 
IN BLUE-WHITE DIAMONDS 


Your wants can be found IT the 


the public. The people should help 
lines want column. 


Here's Speedy Relief 


from Kidney Trouble* 


"Tolvr »an«y Via* tov; do»«»»•» 
li*»p at food." A. *. IMrttatt, »roe*- 
ton, MM*. 


Some days It seems as « you can no 
longer bear the pain and misery you 
suffer from kidney and bladder trouble. 
The ache across your back grows worsa 
with every move you make, and wm» 
every step you take. It not only rocs 
you of all your strength and energy, but 
it affects the other important organs ot 
the body as well. Nervousness, head- 
ache disordered stomach, liver trouble, 
bad eyesight, are only some of the con- 
ditions that follow kidney trouble. 


Foley Kidney Pill" help the sick weak 
kidneys to regain their normal healthy 
state and actlvUy. When they are again 
able to do their work effectively your 
system is no longer choked and blocked 
with poisonous waste matter. 
Your 
r 
_ 
_*_..• 
••!•••* 
V lit II* 
TXTf 


25 Ibs. Jl. 4 
A 20.- valiu 


heap cl good," 


H. F. VORTKAMP. 


SportingGlasses 


SUN GLASSES-AUTO GOGGLES 
Before leavins on your vacation, drop in and select a pair.of 


•nn classes—surely needed wherever >ou spend your vacation. 


Our auto goggles aie mado from 
a 
distinctively tinted glass 


which Kives perfect vision, yet enables you to drive into the sun 


WUlOur eye"protectors will guard your eyes against danger—thereby 
adding to the pleasure of your worn. 


Wo offer a wide selection to choose from. 
INEXPENSIVE AND EFFICIENT 
„ 


A. C. CaJACOB 


v , 
JFXVKI-KH AXI» OFTOMETIUST 


47 foMlc 


port. 


Two senators are to be fleeted 


{he Thirty-second district th's year 


NEWSON 


Sell 
We 


P 


R tomorrow we have especially arranged two 
grand collections of Diamonds—and have spec- 


ially priced them. We assure yon that they are val- 
ues' that cannot be equalled. Resides, you only have 
to make a small payment down, then the balance 
at your own convenience. Yoti surely have always 
wanted a, Diamond—yon never will get a better 
opportunity than this one. See theml 
50C A WEEK 
I opportunity than tnis one, aee tin-mi 
i 
$1 A 


Your Money Refunded 
If You Can Buy Cheaper For Ca*h 


Remember 


You 


Can Wear 
Diamond 


While 
Paying. 
WINDSOR 


Jewelry Co., 


205-6 Holmes Block—Over Boston Store. 


Open 


Saturday 
Nights 


20 


PUBLIC 


SQ. 


WE LEAD; OTHERS FOLLOW. BEAD OUE AD AND SEE OUR PRICES. 


SPECIAL SATURDAY UNTIL 10 A. M. 


Sirloin Steak, cut ,'roiu prime beef, Ib 


;> ll.s. J-J. JJ.AVIiito Olro, !'<•!• 


K. 


.. 14c 
.. 35c 
.$1.95 
12i/2c 


Prime Reef Tot Roahta, 


Ib 


SPE CIALS ALL DAY SATU RDAY. 
m 


Hief, 
9c 


Fresh ground Hecf, 


sale, 11) 
lie 


Siiloni or Round SU.ik, 


11 
"IV'J.' 


Porter !loaac Steak, cut 


from prime beef, H> 


Pork Chops, loan loin 


chops, Ib . . 


slionldfr 


pork, Hi. . . 


Knoikers, 


Ih . . 


Siimmrr 


Ib 


Sugar Cured Califoinia 


o '' Ibs. each, 
Ib 


18c 


ins, 1 
15c 


Hams, 


sale, 


11. 


\vliolc 
01 half, 


20c 


-» I 


Ti> our Fancy 


B,xf on, 
Ib 


Slued 


Shoulder Rrasts, homo kill- 1 "T 


od veal. 11) . . . . 
' ' 


Stonk, 


Bacon, \\liole or half 


hide, Ih 


23c 
21 c 


Rulk Rolled 


Ib 


Oats, 
4c 


Kamy lloarl 


11) . 


Riie, 
8c 


Corn, 


for 


cans 
21c 


Larpe can Hominy 


for 
8c 


l)r ]'.i(kage Snow Boy Washing 


Powder 
111* 


for 
» «w 


< ans Peas 
for 
22c 


canh Kraut 
for 
23c 


Sin od tlnui, nil cf-ntor 


Cllt'', 
111 . . . . 
29c 


nnst \\lute Oleo, 


11) 


l?oilorl Ham, sliced 


>oiu lunch, Ih 


for 
5c 


StandinK~RI!> 


prime liccf 


of 


i;\tr;i 
ood Coffee, this 


sale, Ih 


One-half pound 


Toa 
.14; 
\ 


1Sc 


11) 


We have the- host, 


Nice fresli 


PliKled PIRR' Feet, 


Ib 
Fol<; Napth; 


bar . . . . 


Soap. 
A* 
•tC 


Tiv our Pickled 


PoiK, 11). . . . 


\L-l\t 


Try our Corned 


Beef, Ib. 
. 


3c 


12ic 


I,Ima Beans, 


Ih 
3c 


Pork and Bean*, 


can 
8c 


Stroked 


Ib 


Hrick rhfeso, the \c-ry 


host, Ib 
10. 
101 


lie cans Sardines 


for 
126 


OPFICES-Chicago and Cleveland. 
PACKING HOUSE-Peoria, DL 


MARKETS IN PEINCTPAL CITIES OF 11 STATES. 


I 


*I 
ll 


THE TOreS-DEMOCRAT. 


Woman's Section 


LIMA 


TIMES-DEMOCRAT 


fOPMDED MM 
ItTt 


<C»un* to tto t*iu*k» H UM. Okto. 


•t MM* dM muum. r«*Ji«fc«« •«•» 


TEKMS OF SCMCWFTIO* 


Bf Carrier. pr ••* 
.............. • •*• 


By Cantor, pw jm 
............... 
••°° 


Oa Ural BnrtM, f«r F»ar 
B» Mil 


Society 


FRIDAY EVEXIXG, AUGUST 4, 191*. 


Doily Fashion Hint 


will «••(** a (stM M tke 
fMttMet by MUlaf >*>•• 


Mala MM as* SHktof !»•«• say am- 
pistat of •trtke. 
MMDBHMMHMHHiaHBaKaKMa 
SOCIKTY KDITOB—PHONE. MAIN 2493 


FRIDAY. AUGUST 4- 


W 


EATHER—Mostly fair 


tonight and 
Satur- 


day: 
cooler Satur- 


day in north portion 


ENJOYING MUSIC 
,ERHAP8 you are one of those 


persons who are always say- 
lag that you iik« music, but 


you know absolutely nothing about 
it. and so you stay away from the 
concert, the muslcale. the opera, be- 
cciite "you know nothing about it." 
Arnold Bennett, in his "How t-j Live 
on Twenty-four Hours a Day,' gives 
splendid advice to hiw wL> know' 
nothing of music, but enjoys U. 


He says: 
"What does that matter? 
That 


yau have a genuine taste (or innate 
io proved by the fact that, in order 
to 811 his hall with you and your 
peers, the 
conductor is obliged 
to 


provide programs from which bad 
music is almost entirely excluded." 


"Now 
surely your inability to per- 


form 'The Maiden's Prayor' on a pi- 
ano need not prevent you from mak- 
ing yourself familiar with the con- 
struction of the orchestra to which 
you listen a couple of nlehls a week 
during a couple 
of 
months! 
As 


things are you probably think of the 
orchestra as a heterogeneous mass 
of instruments producing a confused 
agreeable mass of sound. 
You do 


not listen for details 
because you 


have never trained your ears to lis- 
ten to details. 


"If you w«r* tsked to name 
the 


instruments which play 
the 
great 


theme at the beginning of the C mi- 
nor symphony you could 
not name 


them- 
Yet you admire the C minor 


symphony. 
It has thrilled you. 
It 


will thrill you again 
And all you 


can positively state is that Beethoven 
composed it and that it is a 'jolly 
fine thing.' 


"Now, 
it you have read, say, Mr. 


Krebhell's 'How to Listen to Music;' 
(which can be got at any booksell- 
er's for less than the price of a stall 
at the A) ham bra and which contains 
photographs of all the orchestral in- 
struments and plans of the arrange- 
ments of orchestra) you would next 
go to a promenade concert with an 
astonishing intensification of interest, 
Ir. it. 
Instead of a confused mass, 


the orchestra would appear to you 
a* what it is—a marvelously bal- 
anced organism whose various groups 
of members each have a different 
and an indispensable function. 
You 


would spy out the instruments, and 
listen for their 
respective 
sounds. 


You would know the gulf that sep- 
arates a French horn from an Eng- 
lish horn, and you would 
probably 


perceive why a player of the hautboy 
gets higher wages 
than a fiddler, 


though the fiddle ia the more diffi- 
cult instrument. 
You would live at 


a promenade concert, whereas pre- 
viously 
you 
had 
merely existed 


there. 


"The 
foundations of a genuine, 


systematic knowledge of music might. 
be laid. 
You might specialize your 


inquiries either on a particular form 
of music (such as the symphony), 
oi on the works of a particular com- 
poser. 
At the end of a year of 
4>< 


weeks of throe brief evenings each, 
combined with a study of programs 
and attendances at concerts chosen 
out of your 
increasing knowledge, 


you would really 
know 
something 


iibout music, eten though you were 
a« far off as ever from jangling 'The 
Maiden's Prayer' on the piano." 


QUAKER OH PR. 


(Philadelphia Record.) 


(i:tr daughter. Mrs. Frederick Xau.} 


• and ohiUiren. 
Catherine and 
Uor-1 


• tithe*, of Rt-ddlng, I*». 


Mrs. 
Jacob 
Croissant, of Knox- 


ville, Tonn., 
has 
returned to her 


home after spending several weeks 
at the homo of Mrs. J. M. Morgan. 
• • » 


Miss Mario McKarland, of Wapa- 


koneta, arrived today to spend the 
week-end with Miss Helen Pence, 
i • » 


•Mrs. A. M. Keltner was the guest 


Wednesday of Mrs. H. G. Stemen, 
Of Uelphes. 


• • M 


Mrs. 
G. S. M off at and children, of 


Pittsburgh. Kan., 
have returned to 


their home after several weeks visit 
with Mrs. J. L. Andrews. 
• • • 


Mrs. Abram Ashbaugh Is the guest 


of her parents. Mr. and Mrs. K. E. 
Lon, 
of Oelphoe.• * • 


Mrs. J. V. Swisher and daughters, 


Virginia and Susan, 
•everal weeks 
with 


Pittsburgh. 


have left for 


relatives in 


Mr. and Mrs. William Hickman 


are the guests 
of Mr. 
and Mrs. 


Charles Holmes, of Bellefontalne. 
* - T 


Mr. and Mrs. A. W. Thelde and 


Mr. and Mrs. Frederick Elvln will 
spend the latter part of the week at 
Sandusky and Cedar Point. 
* • • 


Mrs. Heddlngft, of Los Angeles, Is 


the house guest of her sister, Mrs. 
A. T. McDonnell, 
of West North 


street. 
* * * 


Mr. and Mrs. Jaraen Caffrey have 


as their guests their daughter. Sis- 
ter Mary 
Victoria, of the 
Mount 


Mercy convent. 
Buffalo, 
and her 


friend, Sister Mary Grace, also of 
Mount Mercy. 
* • * 


Misses Mary and Helen Helppling 


and niece Catherine Horn, of Day- 
ton, were the 
guests of friends in 


Lima yesterday.* * • 


Mrs. Alice Hill, 
of West Spring 


street, has as her guest, Mrs. Robert 
Mehaffev, of Xew York. 


* * * 


Mrs. 
E. Cantieny is entertaining 


In taking revenge a man U 


but «v*n with hi* enemy, but 
in pasting it over h« is .super- 
ior, for it it* a prince/* ^art to 
j 
• « • 
i 


pardon.—Bacon. 
j 
Member* of 
the Truth Seekers, 


• • • 
! class of the First United Brethren' 


M 


R. 
AND MRS. 
CHARLES i church will l:e entertained thi* even-, 


STOLZBXBACH and theirJ!»«! at a business and «ocial meeting, 
daughter, Jlelon, 
of \Vcet: at :hf home of Mrs. T. X. Hunt, of! 


Market «reet, lea** today for sev-jtilS Holmes avenue. 
•rfcl weeks lour through the west.! 
• • • 


After a fe»- day* at the ha kens' con- 
MM. Chester 
J/ou has 
as her 


ventlon at Sail Lake City th«y will! house guest her sister, 
MUs Grace, 


vtalt Lot Angelet. 
San Francisco, j Meyers, of Wapakoneu. 


Yellow 
Stone 
National Park, andi 
• • • 
: 


many other point* of intercut. 
Miss Edith Simpson, of Weu-High' 


• • • 
Rtree.t, 
has returned 
after a 
six 


I weekH' course of ntudy at the Chi- 
cago Cniveralty. 


Miss Dorothy 
Hunter, of We»t 


North street, is the guest of friendi 
!n Cincinnati. 
• * • 


At the closing session 
of the Vo- 


cational school 
next Tuesday the 


students will 
exhibit their handi- 


work. 
Clasaes 
have been meeting 


every day this week instead of three 
days, and the work that has been 
done by both the teachers and stu- 
dent* has 
been very good. 
From 


soup to cake* will be the program 
Tuesday. 


Members of the South Side Em- 


broidery club were entertained yes- 
terday afternoon at the Faurot park 
by Mrs. 
W. C. Edwards. 
After a 


delightful lunch the afternoon was 
pleasantly spent in sewing. 
Guests 


of the club were Miss Valerie Shap- 
pell. of Westfleld, 111., Miss Helen 
Steele, Mrs. 
Frank Frlslnger and 


Miss Florence Spaeth, of Findlay. 


Miss Juliette Mayer, of Bellefon- 


taine, stopped for the.day with Miss 
Irene Harruff 
yesterday. 
She was 


enroute to Chicago. 


Mies Viola 
CaJacobs entertained 


Wednesday evening at McCullough's 
park with a picnic in honor of her 
house guest. Miss Florence Dillinger 
of Wapakoneta. 
Among the guests 


who were present were the Misses 
Mildred Downing, Rose Dimond, Es- 
ther Killoran, 
Myrtle 
May, Helen 


McGinnis, Margaret Simpson, 'Wini- 
fred Scully, Messrs. 
Francis Burn, 


John 
Plemming, 
Ralph 
Killoran, 


James McCarty, 
Harold Hawisher, 


Leo Pamenter, and 
Victor Stolley. 


The merry crowd was chaperoned by 
the Misses Pearl Goodwin, Frances 
Muehlbauer. Helen Killoran, Messrs. 
J. 8. McDermott, Leo McDonald and 
Dr. J. E. Morris.* • • 


Mr. and Mrs. Vincent Connelly, a 


daughter, Margaret, and sons Alfred 
und Ralph, left this morning for a 
motor trip to Cedar Point, Put-in- 
Bay, Toledo Reach, Cleveland and 
Detroit. 


Decline In Civic Mus/c, 
* 
* 
* 
*« 


Ella Wheeler Wilcox Says, 


v 
y 
v 
*« 


Humiliates AII New York 
Metropolis Now Stand,s Twenty-fifth Among Ameri 


can Municipalities Because of the Steady Curtail- 
ing of Funds for Public Harmony—Time for Citi- 
zens to Demand Rights. 


I 


The. 
self-made 
man 
may 
have 


plenty of doush, but 
that 
doesn't 


necessarily mean he is well bred. 


Copyright, 19l(j, Star Company. 


N A MUSICAL 
magazine (Mu- 


sical America) an article ap- 
pears entitled "The i-'harco of 


Xew York," 
which hegii.H as fol- 


lows: 


"New 
Yorkers 
nrn this season 


facing a condition in the matter of 
their municipal 
music which may 


rightly he termed 
"T'uo Shamo ot 


.New York." 


"Although they may pride thcm- 


Holvaa upon the city's position ns a 
national 
and 
international music 


center, they must ho :liagrined at 
the deplorahle degeneration of the 
amount of music provided 
by the 


The Allen County Savings 


& Loan Co. 


CORNER MARKET AND 


ELIZABETH STREETS 


5% Interest 


on Deposits 


municipality for its citizens. 


"Many an American city of one- 


tenth the size of Now York is doing 
more for itn citizenship in this re- 
spect than the metropolis has done 
in the past year. 
And the outlook 


for this coming year in New York is 
even worse." 


According to statistics, Xew York 


stands not higher than twenty-fifth 
in th;: iiot 
of American cities are 


ranked according to the music they 
are providing for the citizens. 
Tho 


gradual curtailing ot' Jie city's ap- 
jiroportion for music must, be laid 
at tlie door of the boar;! of es.inate, 
which has the final say in these mat- 


j tors. The park commissioner cannot 


Kivt> th« citizens thn music, which 
ho feo'.s 
is their right unless 
the 


hoard of estimate gives him an ade- 
quate appropriation. 


Ovir .Music Has Degenerated 
Kcceiiflj- by Cutting Down 


of Appropriations. 


Statistics show that New 
York 


civic music has descended and de- 
generatud in the past two years by 
the hhameful cutting down of the 
appropriation for music. 
The music 


lovers of the 
city of New 
York 


should rise up in a body against this 
condition. 
It has been a misfor- 


tune for 
the cause of 
music tliit 


George McAncny, 
president of the 


board of aldermen, left the city ad- 
ministration 
to join a large 
Nev 


York daily. 
It seic.s that ho was the. 


one man on the board of estimate 
ft-ho was helpful in his attitude: to- 
ward the parks and tho munle 
music. 


MARRY/NG A BUTTERFLV 
LEONARD I 


J>bM»v«r Wnjr tb« M*bT» 


GAIN! 1* »he tick again?" toy, I suppose, 


asked Ralph in dliiupi, 
when informed that they 


•..oild have to co to th« hotel for 


. ,;;uner. 
"I am going to have Dr. 


. Kilson coma ove? and Me what i* 
itiie trouble." 


Mvoreftt Her. 


By La R«conleniie. 


The taiMh 
mit 
continues 


very popular 
and it may 
be 


imagined that 
the happy pos- 


sessor of one is truly comfort- 
able 
these warm 
days. 
The 


suit illustrated is developed in 
tan tassah with a rose stripe. 


Tiie skirt ia quite full, a partic- 
ular feature being the fact that 
the stripes 
run 
horizontally. 


The jacket is quite full, flaring 
smartly 
at the 
bottom. 
The 


large collar and 
pearl buttons 


are 
particularly 
smart fea- 


tures. 


write to the newspapers and give 
their views as to the need of more 
municipal music, so that those who 
do the disbursing of the funds might 
know how the people stood on the 
matter. But. greatly to his disap- 
pointment, very little, 
if any, re- 


sponse was made by the musicians, 
although their 
negligence in this 


matter was an injury to their own 
cause. 


State 
Comptroller 
Eugene M. 


Travis, at a public dinner, talking 
state finances, 
severely 
criticized 


what he termed the false economy 
of slashing salaries of low paid city 
officials, instead of beginning at the 
top. 
He also denounced the gross 


some departments 
officials and gave 


extravagance in 
of leading city 
facts and 
figures 
to 
support his 


statement. 
Only NecttKMry for Music Lovers of 


Cltjr to Take Firm Maud. 


Mr. Ward spoke 
before the Mu- 


nicipal Publishers' Association and 
told them of the shockingly low po- 
sition New York occupied .'u regard 
to municipal music. 
They promised 


to try to get some prominent con- 
ductors to volunteer for concerts in 
Central 
Park. 
But, he says, 
we 


would not need such aid if the music- 
loving citizens 
would take a firm 


stand and convince the disbursers of 
the city funds that music is an ab- 
solute necessity to the people. 


New York is now, 
according to 


statistics, 
the largest city in the 


world. 
Surely it is a disgrace and 


shame that a few grasping, petty 
politicians are given such power that 
they can rob millions of people of 
the privilege of hearing the music 
they 
crave. 
Will not the 
music 


lovers of New York combine to right 
this wrong? 


May 22, 1872. The Festival theatre 
was opened with the Ring cycle in 
1876. The festival then lasted from 
August lo to 17. Since the first per- 
formance 
of 
"Parsifal" in 
1882 


there has been a music festival at 
Beireuth almost 
every year.—New 


York Times. 


BEAR BAITING. 


In the time of Shakespeare thea- 


tres were often used for bear bait- 
ing as well as for the presentation 
of plays, and 
in some cases were 


equipped with a stage which could 
be removed when the 
bear baiting 


was to occur. The Contemporary at- 
titude toward this diversion is seen 
in this quotation: 
"It was a sport 


very pleasant to see the bear with 
his pink 
eyes 
leering after 
his 


enemies' approach." 
It is comfort- 


ing to reflect In these days that the 
killing of animals, at least as a form 
of public amusement, has greatly 
diminished and 
in most countries 


has disappeared.—Outlook. 


"I think ihe hu 


•ome Krone medi- 


• clae up there that 
I she 
to 
taking; 


there if a queer 
smell in the room. 
I wonder 
is 
she 


took opium-" Eth- 
el'* tone 
pirited. 


-Well. 


was dis- 


re'll just 


dictum. 


"I fe*l sorry 


find out what she 
to taklnc. 
H she 


ha* to be in bed 
.every week or BO 
we can get alone 
b e t t e r 
without 


her." was Ralph's 


for the poor wom- 


an. She had aji awful crying spell 
this morning. 
She got to talking 


about her little Jamie. That's her 


What did she M7f* 


"I could not teil very well. 


vords were not distinct. It was o&« 
incoherent maw of wordi." repliel 
Ethel. 


"Well. I think it is time this thing 


was looked into," blurted out Ralph. 
frowning fiercely. 


Dr. Elton was Mtlpf 4i»er when 


they returned from the hotel an4 
promised to be over in half an hour. 
Ralph waited for his verdict befoie 
going back to the office. 


The doctor had been in Mrs. Pear- 


son's room but a few minutes when 
h* cam* into the living room with a 
very disgusted look on his face. 


-What is it?" asked Ralph, coming 


toward him. 


"Drunk!" 
"What?" 
"Just common, 
beastly 
drunk." 


was the disgusted answer. 
"I feel 


worse about it because I called your 
attention to the woman. She seem- 
ed so decent and capable." 


"She did indeed and she is capable 


and a fine cook. 
This explains the 


divorce and the court giving her 
child to her husband. 
I thought it 


of Rat*.Mlco and Bug* 
Iteed th* World Ovw - Used by U-S-Oovwrnment 
7ft* Old #•/;•*/•/»•/ Afew fmlla • lSc.25e.At Druggist* 


THE RECOGNIZED STANDARD-AVOID SUBSTITUTE* 


F. J. MEYERS, 


•PHOXB MAIN 810S. 
10* EAST SPRING. 
WE DELIVER. 


H. &E. Sugar, 101bs...80c 
Flour, large sk 
$1.60 


Flour, small sack .......80c 
Flour, Pillsbuiy 
90c 


Flour, Gold Medal 
90c 


Beans (California), Ib...l0e 
Lima Beans, Ib 
lOc 


Steel Cut Coffee, Ib 
17c 


Fancy Rice, 8 Ibs 
25c 


Post Toasties, loc size, 


2 for 


Jersey Corn Flake, 15c 


size, 2 for 


.253 


.25e 


Pure Lard, Ib. 
15c 


Potatoes, peck ...- 
28c 


Cala Hams, Ib 
15c 


Pickled Pork 
14c 


Salmon, tall 
lOc 


Sardines, 6 boxes 
25c 


Spaghetti, pkg 
TV-jC 


Macaroni, pkg 
l%c 


Corn, 3 cans 
2?c 


Peas. 3 cans 
25c 


Kraut, 3 cans 
25c 


Matches, 6 boxes 
23c 


Gas Globes 


'A. B. C." STORE 


Low Prices 


LAKE El S WESTERN R. R. 


EXCURSION 


SUNDAY, AUGUST 6th 


(Returning same date) 


ROUND TRIP FARL TO 


Sandusky 
$1.25 


Cedar Point 
$1.35 


Train leaves ^:raa G.50 a. m. 


-or -. kets and full information 


apply to agent 


L, E. & W. R. R. 


Don't fail to see the Big Tractor 
Demonstrations at Indianapolis 
.Vu3u 
2Sth to September 1st. 


i+ta* 


Shoes 


— OF — 


All Kinds Con- 
(tinues. 


"Good Shoes" our Hobby.Don't forget it. 


The Coleman-Bresler Co. 


7 Doors South of Square. 
142 South Main St. 


or I"as* .Book. 


SAVINGS BUILDING 


Interest allowed from Aug- 


ust 1st on all savings depos- 


its made on or before Aug- 
ust 5th. 


THE BBIRKl TH FESTIVAL. 


The Beireuth Festival theatre was j 


the dream of Richard Wagner's life. 
That he was able to carry it to ful- 
fillment was largely 
the result of 


co-operation and financial aid given 
by the unfortunate 
King of Lud- 


wig H of Bavaria. Wagner first con- 
ceived the idea of his Festival the- 
atre in 1S38, 
but the 
foundation 


stone was not laid at Beireuth until 


PAINS IN SIDE 


AND BACK 


How Mrs. Kelly Suffered and 


How She was Cured. 


Burlington, Wis.—"I was very irreg- 


ular, and had pains in my side and back, 


but after taking 
L^-dia E. Pinkham'a 
V e g e t a b l e Com- 
pound Tablets and 
using two bottlea of 
the Sanative Wash 
I am fully convinced 
th:.t I am entirely 
cured of these trou- 
bles, and feel better 
all over. 
I know 


your remedies have 
>!ort! ma worlds of 
cry : r tiering woman 
'.rid."—Mrs. AN**. 
r-i Street, Burling- 


It soems a great 
pity that rraft 


nnd Rrerd should outer into so beau- 
t i f u l a thins 
as music; that the 


w h i t e garments of music should he 
hodraggled and noilcd by dirty pol- 
itics. 


('aliot \Vnrd. 
the present 
park 


commissioner, is himself u musician, 
ftnd IK deeply wrought 
up on tliia 


mili.joot. 
Some, lime ago lie wrote to 


the Musical I'nion and the various 


that 
th«y 


The."::.iy c.-"v h ;•;-;; t* f'Jr.'.onialscon- 


str.ntly pv.Mis'uM in thr newspapers 
ou;rht to l;c proof enough to women who 
);'l | sulfur f"'"'".i thoso distressing- ills pecu- 


liar to their sex that. I.ydiaE.Pinkham's 


S^**^^^^^ 


HOVER PARK 


Save Money By Buying High Class 


Lots at Your Own Price at 
AUCTION 


^ Corner Shawnee Road and Oxford Avenue 


5 DATS, COMMENCING 


TUESDAY, AUGUST 8TH, 1:30 P. M. 


HOVER PARK is located on Oxford Ave. and Shawnee Road 
City Park, an ideal location for a home where you will have citv 
with country surroundings. Many of thesa lots are in a nova of 
trees adjoining a beautiful lake. Oxford Ave. will be extended weft 
the river by a new bridge to the City Park. All lota have 0^^* 
and ^ny have sewer, curb and gutter and macadam streets now in and ««« 
SL Sm^fA !Mi!»2r* a «-»* M*T J?ttS 
of property now 


Vegetable Compound is the medicine 
they need. 


This pood old root nnd herb rom«dy 


has proved unequalled for those dread- 
ful ilia; it contains what is needed to i , 
restore woman's health and strength. 


F.f there is any !>«>. uliarlty in 


your CAsft requiring special »<!• 
vice, writo tho I<y<lta K. Pink- 
ham Medicin* Co. (confidential)! 
Lynn, Mass* for fr«c advice. 


on the market adjoining the city of Lima. Every lot will be sold under sensi 
ble restrictions. With Lima's steady growth and the great demand 
toT£ 


houses every lot will be sold and SOLD TO THE HI&HEST BIDDER AT 
A •DOf\T TTWT» A TTnmi-/-v»T 
—»•*•*«** ^4 


F. B. HALL CO., Agents. 
Phone, State 3762. 
HOVER HEIRS, Owners 
2191/2 South Main Street 


{NEWSPAPER! 


i-: TIMES-DEMOCRAT, LIMA, c* 
FRIDAY EVENING, AUGUST 4, 1916. 
SEVEN 


was etrmns* when 1 beard about it die* with finely rhoppod 
longi»«. 


and remarked about it at the time." and press together. 
Ralph drew his brows together in a 
Chicken and Egg Sandwich—Rut» 


frown. 
» bowl with ouion. 
Into it put 


••Nothing can be done about U till ground chicken and tour hmrd-hcU- 


•he gets over this sous*. I §upi»o»«.' «d «8S yolk*. mash«d. Season with 
he continued after a pauwi. 
| minced parsley, lemon juie*. onion 


••Ob, she will fce perfectly harm- juice, chopped 
celery. peppw and 


less. She will sleep it off by tomor- salt. 
Moisten with 
melted butur, 


row morning and then you can send olive oil, or mayonnaise. 
her away-" 
I 
Chicken 
Cream 
Sandwiches— 


"I wonder where she gets the stuff Cook together one cup ol 
minced 


scd where »be keeps it." Ralph start- breased of chicken, two 
»t*lk» of 


ed to- the door. 
"Come on. Lei's celery, a half pint of thick cream, 


look for the supply and do away three tablespoons of flour, one boil- 
wit b that to keep her from getting ed mashed onion, two table«poon» of 
any more." 
! butter 
and 
bouillon to 
moUten. 


The 
heavy 
snoring 
continued, When cooked add the stiffly beaten 


whUe they searched her room. 
A white* of two eggs, a UtUe lemon 


large Bottle cf rum was found *e-'jujce> gmit »nd pepper. 
L*t stand 


hind her trunk in the closet, and jn a mo]d j; hours on ice. then 
placed beyond her reach. 
.. 
i spread 
between 
fancy 
slices of 


"It is strange that Mrs. Gordon bread. 


did not suspect her." remarked thej 
cheese Butter 
Sandwiches—Beat 


Sector. "You, of course, never came; well I0getber a half cup of butter 
near enough to her to smell herjbeatejj lo m cream, sis tablespoons 
breath." 
I or sharp che«s«. grated, one teaspoon 


"She did speak about the smell ofjof ma(Je mugt3rd. one teaspoon of 


drugs. 
I suppose it never occurred!ancj,ovy paste, and two tablespoons 


to her thai a woman could drink."jot Worcestershire sauce. Spread on 
Ralph thought sadly that the doctor 
would not look for anything prac- 
tical in Ethel if he knew her. 


(To be Continued.) 


MORE SUMMER SAXIW1CHKS. 


CBIDERSVILL2 


thin bread. 


Bacon 
Sandwiches—Butter thin 


slice* of toast, spread 
with peanut 


butter mixed with cream, lay in a 
piece of broiled bacon and a small 
lettuce leaf, and cover with another 
slice of toast. These are delicious 


. Nut and Ham 
Sandwiches—Cut served bot on a c°o1 da>' 


bread in quarter-inch, slices, butter 
•paringly. 
.Mince cold ham, moisten * 


it with cream, and season witb salt: I 
and mustard: also a dash of red pep-! 8 
™ 


per. 
Chop nuts and moisten them! 
~ 


with 
mayonnaise. 
Place between1 
Little Mary Lorcne 
b»|tz. 
who 


bread slices '. layer of the ham mix- has been sick wlih infantile paraly- 
ture, then one of the nut mixture, Bis, is improving. 
fold in a damp cloth, press under a! 
Lewis Nichols is 
visiting with 


weight, and keep cool. When ready • Charles Nichols this week. 
to serve, cut into 
fingers. 
Miss Ada Winget left for her home 


Olive and 
Tongue 
Sandwich— \ in Oklahoma Thursday morning. 


Stone and mince 
olives and pound' 
Miss Marjorie Phillips who has 


them to a paste with white paper, i been ill with appendicitis, is some 
Spread one slice of thinly cut bread! better. 
with this mixture 
and the 
other! 
The new Fix-Crider home is very 


Amusements 


r.U itaT's i-KTir.KS. 


(ir-tc ValfJUJsx', th<- vhariuins and 
'.lRj youws *tap«: ai:d screen artist. 


v. i:o !;d* l>L-tn uatusvd Jn 
several 


v'.ro j.rouudioMB, made her debut 


^3 »; full rifdgvd 
star in 
"iJorian'* 


!):.'orct-." 
I.luncl Harrymore. one of 


i:ie most poi>uiar at-.ors in the silent 
:r<iins. is co-surrcd with Miss Val- 
i:<ti:;e in 
this 
Mt-iro 
uonderplar, 


v.liUu is a fctory or sorii-ty. high fi- 
uancn and suysiory. *»<* deal's with 
a roan's sacrifice for the wife of Us 
iosom. There i» not a dull moment 
i:i tb<- entire production. an,1 will be 
a i real for those who appreciate the 
best in motion pictures. 


win DeCoursey to write "Japland."; 
an original form of entertainment 
that embodies the 
better elements 


of opera, 
minstrelsy 
and 
farc*- 


!comedy, the acts demanding mare 
'.girls than men. thu score requiring 
, the tarue principals usually found 
in grand and comic op^ra. likewise 
the big girl chorus of dancing ponies 
,and pirouetting goubrettes that are 
so forcibly needful 
U» the present 


day Musical snow. Thus far "Jap- 
limd" ha» met with phenomenal «»t- 
<*u. it elan** •• tbe season's BOM 
e«p*nlve production and 
will 
bt) 


sMn at tbe Orpbeum theatre. •»• 
day only. Tuesday, August >- Pri- 
mary election 
return* read 
front 


•tage. 
The seat 
Mle ctaru Mon- 


iday morning at 9 o'clock at bos of- 
iflc«. 


OI'KK.% 
FAKfK. 


Everybody likes a minstrel show. 


That's'why" organizations 
of that] 


type, of the better cl".»s. play to 
crowded houses. 
And while many 


ha.i: tired of the commonplace of- 
fcrings made by so-called minstrel 
managers, principally because-of a 
sameness of program, there are oth- 
ers who forego attractions of that 
| variety because of the absence of a 
i feminine 
contingent, 
for 
female 


loveliness and charm are as essen- 
tial i—.Uie opposite gcnderas sun- 
liglit^to 
vegetation. 
That's why 


John\W. Yogel 
com missioned Ed- 


CHAS. HILUARD, Late Fextnra with Honey Boy Brow Mlwtrels, 
This season a feature of John \V. V ngel's Itig City Minstrels, Orphcum 


Theatre, one day only, Tuesday. August 8, Matinee and Xight. 


Elephants Play Ball At 


Gentry Bros. Famous Shows 


Elephants that star at baseball, 


play band instruments, mow lawns 
for exercise and do acrobatic feats 
side by side with 
camels, 
horses, 


ponies and dogs are'just 6ne of the 
features of Gentry brothers famous 
sJiows, which exhibit in 
Lima 
on 


Monday, Aug. 
7, at 
Murphy and 


Main streets. 


Not only do the Gentry elephants 


perform unheard of deeds 
in 
the 


huge arena of the big show, but they 
have long been the best of 
friends 


with the children of-America, espe- 
cially the littlest tots, who are just 
eld enough to appreciate the won- 
derful sensation of riding on a pet 
elephant. 
In the Gentry 
herd of 


educated pachyderms is Pinto, a rol- 


nearly completed. 


J. B. Shat't'e;-, who sold his prop- 


erty to Mr. Bridweitier, is moving him 
family to Lima. 


~Mr. and Mrs. John Harruff, and 
Mr. and Mrs. H. Belong and Emmet 
Frazier attended the home coming 
at Uniopolis Sunday. 


Miss Vivian Abraham spent Sun- 


day with Alvena Mowery. 


Mrs. S. E. Meffley and 
daughter 


Kathryn spent Sunday with Mr. and 
Mrs. John Spyker at Lima. 


Mrs. Schrider of Lima spent Wed- 


nesday with Mrs. Fred Dumn. 


Mr. and Mrs. William Herrol re- 


turned home Monday after several 
deys' visit in Columbus. 


Mrs. Kate Shaw of Uniopolis 


called home Wednesday to her moth- 
er's bedside. 
Mrs. Phillips is dan- 


gerously ill. 


Mrs. Frank 
Chapman 
of Lima 


called on Mrs. S. E. SI off ley Wednes- 
day evening. 


Mrs. Jones and daughter Margaret 


are visiting Dan Nuimoster. 


.Mrs. Margaret Spy!;er's condition 


is no better at this time. 


Miss Alda Delong 
took 
Sunday 


dinner with Ezra Dclong. 


MARION—Marion's new 
McKln- 


iey playground has 'been visited by 
vandals wno wrecked practically all 
the equipment furnished by the Lin- 
coln 
Mothers' 
association. 
Even 


the association's donation boxes were 
robbed. 


LIMA, uMONDA,. AUG 
MUIU'HY AND MAIN 


Faurot Opera House, last time today, 


Lionel Barrymore i n "Dorian's 
Divorce". 


HOUSE; TODAY 


TOPPING THE TOWN FOR QUALITY 


COOLED 
WITH 
ICED 
AIR 


ATTEND 
THE 
MATINEKS 


THE NIGHT 
CliOWDB 


Mr. and Mrs. Sidney Drew in a New Comedy 


Nature Studies in Pathe Color. 


licking, good-natured baby from far 
off British Burma, who learned to 
love tlie little brown kiddies in the 
government compounds in the teak 
forests of that Asiatic country. Since 
he has >been in America, Pinto 
has 


transferred his affections to our lit- 
tle 'boys and girls and the kiddies of 
Lima will have the joy of frolicking 
with him when "the Geutrys come 
11 town." 


An hour for the children is set 


a&ide in the menagerie tent each aft- 
ernoon and night, and then the lit- 
tle folk get to ride Finto 
and his 


fellows of the Gentry herd 
of 
el«- 


phants, the camels and the ponies. 
And just think, kiddies, thcra 
are 


over 200' ponies! 


Today 
and 


Tomorrow 


Today 
and 


Tomorrow 


Orpheum Theatre 


One Day Only, Tuesday, Aug. 8th, Matinee & Night 


SEASON'S BIGGEST AND SEST NOVELTY, 


GREAT CAST 


ARTHUR DEWING, 


TUB KMPBROR. 


jn TED GODFREY'S^ 
Ifl DAMCINC I>EMOMS- 1" 
HAZEL DAVENPORT. 


PRIMA. DONNA. 


M'LLE ROSE EDYTH, 


PREMIERS 


TOMMY DONNELLY, 


TDK GOOD INDIAN. 


ROYAL. 
JAPANESE BALLET. 
CLAUDE AMSDEN, 


HARITONK - 


JOSEPHINE BOND, 


PMIMA 1>ON!«A CONTHAI.TO.' 


WARNING TO GIRLS 


"Guard Against Strangers and False Friends At All Times and In All Places." 
Hidden vice and the traffic in girls as actually existed in Chicago's under- 


world and exposed as never before in the Illinois Vice Commission Film. 
"THE LITTLE GIRL NEXT DOOR" 


In 6 Wonderful Reels. 


This picture will open your eyes. It will make you think the 


sensation of sensations. 


SEE FOR 


YOURSELF HOW 


YOUNG GIRLS 
HAVE BEEN 
DRAWN INTO 
THE CESSPOOL 
OF PANDERERS 


OR DRIFTED 


THERE THROUGH 


LACK OF 


KNOWLEDGE 


WHICH SHOULD 


HAVE BEEN 


TAUGHT THEM. 


Double Symphony Orchestra-Concert Band* Novelty sss Parade, 


Matins Prlrew, 1.\ 25 & 5O Ont* 
Night Priori, 2.1, BO & 7S OnU 
' 
, 
Children Admit ted lo All I'urtt of tho Ifoim* M, MwtinM «t 15 v'onU. 


IMtlMAHY KI.KCTIOX 11KTUHXS 11KAI> FIIOM 


TIIK HTAOB TrKSDAY NIOHT. 


scut Sale Opon» «t Orpheum Hox Office Monday Morning, 


August 7th, •(. 9 


EVERY MOTHER, 
FATHER, SISTER 
AND SON SHOULD 


SEE WHAT THE 


VICE COMMISSION 


FOUND WHEN 


FEARLESSLY THEY 


WADED DEEPLY 


INTO THE 


RIGHTING OF THIS 


GREAT WRONG. 


IT HANDLES 
THE TRUTH 


WITHOUT GLOVES. 


-Tbls in not a dram* acted and photographed from • ptory. lint IK the motion picture 


report or the vi«'o vommlnslon and in viewing the Him you *oc with your »«wn eyen whnt I dry Maw 
with thrlrx. 


WillTi: SI-AVKRV AM> VKT-', ai It artnall? «xlHl«<l In the dm* <>f Iniquity und hrouKlit lo light 


by the Illinois State Vlrn ConiinlKxIoti. 


a>XTixuoi:s PKRFOUMAVrTKs PIOTM i r. M. 


<X»IF. TO TIHO MATINKK, AM> AVOW TIIK XKJHT CIU>WI>. 


rosiTiM.i.v NO rniu>iu:\ I:\OKU ia .\DMITTKI> UITIKH T PAHKXT on uuAitniAV. 


•ANY SEAT 
23c 


L E STUDEVANT 


Candidate 


FOB CONGRESS 
Makes a Statement 


Out of a campaign for the Democratic nomination for Con- 


gress in the Fourth Congressional District of Ohio, composed 
of the counties of Allen, Auglalze, Darke, Mercer, Miami and 
Shelby, which is now nearlng Us close, and which baa been 
marked by bitterness, vituperation, criminations and recrimi- 
nations between the three candidates from Allen county that 
for intensity has probably never been equaled and certainly 
never surpassed, I have come through clean and strong with- 
out having said an unkind word against any candidate and 
without committing a single act that should bring the blush 
of shame to any honest man's face. 


My candidacy has been belittled and belied by.these same 


candidates and their paid organizations, who seem to think 
that the honest democrats of the district are interested only 
in them and their campaigns. 


1 have been content to let them fight and destroy each 


other's chances of nomination 
and 
likewise each other's 


chances of election, if nominated (which they have certainly 
very successfully done. I have been content to let them mis- 
represent my strength at home and abroad 
while I side- 


stepped their paid organizations and presented the merits of ' 
my candidacy In person and by letter, to the RANK and FILE 
—of which I am one—the men -who really do the voting and 
this year will realty settle the nominations. 


But the time has come for me to meet these unfair and 


untrue statements. 
I am going to do It openly and publicly 


and not in the underhanded, surreptitious manner in which 
my candidacy has been attacked. 


They say that I cannot be nominated; that I cannot carry 


my county, and so on. 


WHY CAN I NOT BE NOMINATED FOE CONGRESS IN 


THIS DISTRICT? 


Is it because I have no paid machine, have not tried to 


buy the nomination, have not bargained the patronage away 
to some organizations, am not the beneficiary of some EX, 
who would dominate K.e if nominated? 


is it because I am unwilling to spend a sum of money in 


excess of that allowed by lawT 
Is it because I do not wear 


the yoke of any man in any of the six counties? Is it because 
the Post Master's organization Is not for me? Is It because 
my campaign has been clean, lawful and free from personal 
abuse? 
Is it because I have always been so fair to every 


interest, to every sect and religion, that no fight can be made 
asalnst me—within my party—in November? Is it because 
som j candidates are willing to sacrifice Democratic success in 
November in order to gratify personal ambitions or satisfy 
personal spites—get even—in August? 
Is it because an 


honest plain business man with high ideals of public duty, 
wha will not corrupt the ballot, In not to be allowed to enter 
the Halls of Congress from the Fourth District of Ohio? IB 
It because I come from the county where the Republican can- 
didate liver and who Is several hundred votes stronger than 
Ms party in Shelby county against any candidate In the race 
FROM ANY OTHER COUNTY IN THE DISTRICT but who 
can be held down to his party strength in Shelby county by 
ME? 
Is it because the Republican nominee and his entire 


organization wants Cunningham or Welty nominated because 
they believe he can beat either of them in November? Is it 
because it is admitted by every thoughtful Democrat in the 
district that I would be the strongest man in November to pit 
against him? 
IB it because you 
want weakness and not 


strength in November? Are you playing into the hands of 
the Republicans? Is it because that by nominating somebody 
in August upon whom everybody knows there will be a fight 
made—within the party—in November you will endanger the 
election of every Democratic candidate for every office in 
every county in the district? 


ARE THESE THE REASONS YOU SAY STUDEVANT 


CANNOT BE NOMINATED? 


Don't'you know that the plain, unpurchasuble Democrats 


have decided, or will decide, that these are the very reasons 
why STUDEVANT of Sidney should be nominated and why 
they will vote for him and nominate him over all factions. 


If there were not an overwhelming majority of plain 


Democratic voters that will not accept money to electioneer 
and that are not paid to tell honest men how to vote. 


If it were not that a large majority of the plain, Demo- 


cratic voters—of which I am one—in the district are tired of 
factional strife and resultant losses. 


If it were not for these and many other things, too num- 


erous to relate, I would say the predictions of these men, and 
the newspapers they control, are right and I would lose confi- 
dence in the outcome. 


BUT LISTEN TO ME. 


This is one year and one campaign in which the plain 


Democratic voters—of which I am one—are with me and they 
are going to ignore factions and I will be triumphantly nom- 
inated in August and overwhelmingly elected in November. 


This is not bunkum. My campaign has been a silent one. 


I have been reaching the thinking people in one way or an- 
other. The others have been noisy enough. They have fur- 
nished enough ammunition, if half of it is true, to shoot each 
other so full of holes that the Republicans would make sieves 
out of either one of them in November. 


AH TO ItOODLK AND UOODLER8. 


Please remember 1 have not tried to purchase a vote either 


directly or indirectly; I have not built up a paid organization; 
I will not have a single paid man at a single voting precinct 
in the district on August 8th. 
1 have respected and not vio- 


lated the Corrupt Practices Act, and I will not. Why should 
you, Mr. Voter, be controlled when you go to the primaries by 
some one who for J5.00 or $10.00 is there to tell you how to 
vote. Such men work for the man who pays them, and would 
just as soon work for one man as another—so he pays. They 
do not care for the best man—the man most fitted for the 
place. They think they have influence to sell and if you let 
them control your vote you are helping to perpetuate a prac- 
tice that is menacing our election system. Every man that 
Is boosting me or working: for me in doing It solely because 
hr believes It will be to .the .best intercuts of the Democratic 
party in thj» district to nominate n clean cut business man 
that can be elected in November and because he believes I 
am that man. 


Vote for STUDEVANT, HARMONY AND SUCCESS. 


AS TO WHO CAX WIN. 
There are about eight thousand Democratic voters in this 


district who want to beat one or the other of the factlonalists 
with some one, and they are asking me if I can do it. 


My answer is that I can and will beat both of them, and the 


fellow that wants me to beat them should get behind my 
candidacy with his vote and Influence. Vote for 


8TUDKVAXT, HARMON'V and SUCCESS. 


AI TO SHELBY COUNTV VOTE. 


Unable to raise one thing against me. the Candidates and 
their henchmen are circulating In all parts of the district the 
damaging statement that I cannot carry my own County and 
therefore it would be useless to vote for roe. 


A careful poll, and every legitimate means known to us. 
has been used to get at the true sentiment of Shelby county. 
Not because I ever doubted it. 
But for the very purpose of 


at this time giving out the truth and refuting the misrepre- 
sentations of the enemy. 
....,» 
My answer In that I will get more vote* In Shelby County 


than any other candidate will get In Allen Conntq, and I I .will 
get more vote* In Allen County than all the. other caudtdalM 
together will get In Hhelhy County. 
Do I make this plate 


n°Tho paid organizations of the rival candidates In Shelby 
County cannot deliver the goods. 
They are worn out and 


worked-ovor politicians who have sucked the public teat of 
this County— and we have paid the taxes— until their Influ- 
ence Is gone. 
Conservative men eattmnte my plvrallte I" 


Ctownty at between 150O and JMMMK 


•* 


, HARMONY and 8UOCBSS. 


•.^\ &ia.'-.aji 
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IF KFFP^gian Armored Car Detachment 


Aids Russians On Eastern Front 


Supt A. D. Welty Practices 


Gospel of His 
Mas- 


ter Daily. 


as well as the- 


] ' 


PKHOratAI). Aug. 
juiidect ni the K'l 


'.-<ril»es in tome detail th< 
jnon of a 
detachment 
of I'.elgian 


armored <ar-j in 
the 
lius&iau ad- 


ian<-e. 
These- tars, 
be »a>b, were 


built and organized at Paris. 
They 


uere original!} 
intended 
for the 


western front, but 
as the allies in 


France were well supplied with \e- 


._- 
- 
.,,.,..,4 of this, kind, and opportuni- 


xnatcrial t>ide> of those who apply fonticb of using them were exceedingly 
lodging at the Rescue Home is cared)rare, it was decided la.-.t autumn to 


I semi a number 
of them to Kun.sla 
ior 4>y the tiaa bupenatendc-nt. the- M u 


Rev. A. D. Welty, is a well-known 
fact, and the many men who 
haio 


4 —A 
eorre-\ bUted on being allowed to undertake 


At the .-air.') lime, a dcta< hmcnt of 
Knsiish cars was bent here. 


The Belgian t&rs. which are under 


the- command of Major Seroet. have 
been on the Galician front since Jan- 
uary. 
They had done 
good work 


tcught something to eat there have 
I'eeu beaefilted m soul as. 
well 
as 


Lcdy. 


The following report of the worfc 


for the past month. 1* herewith gii- 


"We furnished 204 lodgings dur- 


ing tho month. 


"Moit of these men came not be- 
_ ... 


cause they could not find work, hut'cation. 
During 
the 
four months 


reverses In life Was their experience 
- 
. . . . 
* 


and they try Borne other place and 
other company In hope that they can 
f.nd 
some one who will 
give 
them 


encouragement for MICCCSB in 


this dange-roug duty, jumped down 


co-opera-, from ihe protection of the armored 


plating, and coupled the f*o vehicles 
together with a steel hawser, t'n- 
happi!}. before he could take shelter 
again, he was struck in the forehead 
b> a bullet, and fell dead. 
His bo<i\ 


hui 
b' en 
(eiiJi)orarily 
buried 
at 


Tarnnpol. but will probably be taker, 
to Helgluni after the, war with those 
of In-, romiadeb who have shared his 
fate on this front. 


Thoush one of tsie oars? had been 


put out of aciion. the others con- 
tinued the fight. w h u h wa> confined 
to a comp<irallvel> narrow h|>ace 01 
from s-«ien to nine hundred yards 
between the Ku.ssian 
and Austrian 


ircnches. 
Meanwhile, tinder cover 


mmm 


An entertainment for the benefit 


of the war fcufferers in Ireland will 
be staged at the Memorial hall two I 
weeks from icwixlii. August 18. VI-\ 
unions 1 and 2. Ancient Order of 
Hibernians, will <onduct 
the per- 


formance, which will loflude a col- 
lettion for donations. 
The money 


raised at this tune -A ill be forwarded 
to Ireland for the relief of widows 
and orphans of the Irish volunteers 
killed in the trenches. 


Local spe-akern w i l l make up the 


program, with an ..ivhestra pUyin< 
Irish melodies. 
Tiie committe* OB 


arrangement?, js composed of R. D- 
Maliov. chairman, Kii.<.ar<l Quiuiau 
and Eugene O'Keefe. 


uarv. 
rney nan none 
KUOU win» , — 
- - 
• 


prior to General BrusrnUolTs advance., of tho fire of the cars, a line of Rus- 
Sut It fa only now that the censor-' Han snipers had left 
the trenches 


.hip has permitted any mention of and advanced towards the cnem> s, 
their prch-snce here. The crews con-1 lines, 
fiist entirely of volunteers, and In-' 
elude many men of wealth and cdu- 


By seven o'clock in the evening, 


all the Austrian machine suns with 
one exception had been silenced by 
the armored cars, and the 
which preceded the 
present opera- , the armored cars, ana »»*"«"•";, 
tloiu they bpent most of their time storming parties had very little diffi- 
ItudylngV ground and rcconnoit- >"UyJn ' 
offered to th<-ir charge. 


the resistance 


........... • 
------ 
. 
. 
, try. 
r iKurns c 
hut an untimely thunderstorm inns-- 
offi(.c _]iow. 


iormed the CallcUn road* into rivers 
of mud, and made 
send them forward. 
A couple of 


days later, hovvevei, they again re- • < 
ceived orders to prepare for action, j 
The sphere assigned for their opor-. 
ations 
was 
the highroad between j 


Tarnopol and Lemberg, which runs 
parallel to the railway and cuts tho 
Austrian trenches jus>t' to the south 
of Zebroff. about eight miles from 
the former town. 


The attack had already been pre- 


pared by the Russian artillery, which 
had swept away the enemy's wire 
barricades, and wrought great havoc 
In his trenches. 
The task allotted 


to the motor-cars was to destroy the 
machine guns which were still left 
in position, and to complete the de- 
moralization of the Austrian infan- 
try, who had taken shelter from the 
bombardment, but were certain to 
emerge in considerable numbers as 
soon as 
the 
Russian infantry ad- 


vanced. 
Onty five of the cars were 


employed for this purpose. Three of 
them were armed with light guns, as 
well as with maxims, but the other 
two carried only the latter weapon. 
To each of them was allotted a defin- 
ite section of the Austrian position, 
on which it was to concentrate its 
nre. 


It. was four o'clock In the after- 


noon when the cars wont into the at- 
tack, moving backwards "like gigan- 
tic grey-green crawfish". This meth- 
od of locomotion has the advantages 
that the car can-return to its own 
lines with full .speed'the moment any 


at the audi- 
e ."in(i more 
rotKl.S iruo rivera , 
. ,, 
... 
„. 
H inu'OHsibie, to ">rses ln the countylhi3 J'ear than 


last. 


ering the Austrian positions. 


It had been arranged that the oars; 
FREMOv7_FIivcrs 
are not 


Hie. 
- 
should take part in the first move-, , , 
M 
hnrsn in «?ai»iiiskv 


-The Gospel of Jesus Chfflt wl* mrnts of G<,neral Brussiloffs armies.; ^'"^4 ™nnjl ed al ,he 
bring this to pass to all who will re- • 
• 
•• 
•—.«.«. <>««<.•_', 


ccive Jes'is as their saviour. 
It is 


not reformation we need but regen- 
eration. Thank God, lives are being 
transformed. 
Tho following is Urn 


testimony of one of the 
ineu 
who 


came to our home: 
" 'I tamo to the 
Lima 
Rescue 


Home March 17, 1916. 
Shortly aft- 


er 1 came 1 found .leans as my Sav- 
iour and \>J His grace and power I 
hope to continue on 
trusting 
m.v 


Blessed Redeemer and Saviour. 
I 


hope and pray the Lord will help in 
the new building. I have been help- 
ing in the construction of the work 
and 1 rejoice that I had a part in 
erecting the structure. 
I have been 


Btaying at the Home, boarding and 
rooming there. 
1 am well 
pleased 


with the treatment 1 receive. I am 
praying that other poor wandering 
men may come and find 
Jesus as 


their Saviour who will give them a 
living hope of eternal life. 
My par- 


ents arc both dead. 
1 am leaving 


today to visit 
mv 
relatives 
and 


friends to witness to them what Je- 
sus has done for me. I was born In 
Chilton, Wash." 'John McHolland." 


"This man was very 
despondent 


•when be camo to our Home, 'but he 
attended the services 
night 
after 


night and we could soon sec a chansc 
in him. He went away with a happy 
expression on his face. 


"There is joy In the presence of 


the Angels of God over a sinner that 
repents. 
If that is so why should 


not we do more for the salvation of 
BOUlS? 


"We arc gradually going on with 


the new .building and are longing for 
the time wl'en we can occupy it. We 
tl'ank the donors for past favors. 


"Amount 
received. 
$!;><;.71 


amount expended, $ir>3.Sl. 


"A. D. Weltv, Suiit." 


re- 


IVU'KEO IX Al'TO SMASH. 


KI.YRIA. O.. Aug. 4 —Five Cleve- 


land men were injured, a* least on* 
r.eriously, in an automobile smash- 
up near here today. 
The car was 


traveling rapidly and upon fritting a 
cvrve, swerved out of the roadway 
onto a tree. Of the injured Norbert) 
Hemfielsch may die. The others hurt 
are H. A. Fleight. owner of th« ma- 
chine, Harry Sherman. Edward Mc- 
intyre and A. J. Jconat. 


NEW YORK—George W. Thomas 


of Scranton. 
Pa., who weighs <00 


pounds 
and who has 
been par- 


alyzed In both 
legs since infancy, 


paw the eights of the city from a 
bed in an automobile. 


unfonseen 
makes a retreat 


INFANT CJAUXW.VV DIKS. 


Charles "\Voodrow Galloway, four- 


old son of 
Mr. 
and 
Mrs. 


Charles (Jalloway 
of 
1112 
West 


"North street, died last night at 11 '4Ti 
o'clock at the City hospital. 
The 


child has been ill since birth. 
It was 


ere of twins born to Mrs. Hallowav 
a! the time her husband 
marcluvi 


away to Camp Willis. 
Mr. C.allowaj 


is on bis \ ay borne for the funeral 
Arnuieements will be dflaM'd, await- 
in:, lus arrival. 


KIMi'S <'\SH KOU WAR. 


T.O\nONT. Aug. 4.--With the ap- 


proval nf King George the £100,000 
which His Majesty presented to the 
nation '-ome months ago w i l l be de- 
_ 


voted to general purposes in con-1 tectsial to prevent casualties, for an 


advisable, and 'that the engines are 
less exposed to the enemy's fire. The 
cars left at short intervals, and the 
leader drove right up to the first line | 
of the Austrian obstacles, a maze of 
hewn trees, vi ith which the highway 
was barricaded. The road itself, for 
home reason or other, the enemy had 
spared: its surface was quite intact, 
and the trendies broke off abrutly 
on ci»ch side of it. 


One after another the cars took up 


their positions, swung their turret'- 
into line, and 
opened fire at point- 


blank range. The Austrians replied 
with a tierce 
discharge from rifles 


and machine Runs, but the bullets 
rattled hanuless-lv on the armored 
platinc. doing little more than blis- 
ter the paint. 
Soon, however, the 


enemy got his artillery to work and 
the situation of the cars became- a 
Kood deal 
less 
comfortable. 
To 


balk the Austrian gunners in their 
attempts to get the exact range po- 
sition« were constantly changed. Hut 
even this niiinoemrinc; pro\ed incf- 


Hosiery 
That Satisfies 
Is the Kind We Sell 


Though it has been many years since desirable mer- 


chandise has been as scarce as right now, we are, as a 
result of exceptional effort, able to provide our patrons 
with the right Hosiery that is so hard to procure. 


We take pride in not only having the desired mer- 


chandise, but also in the knowledge that our Hosiery 
comes up to the test in wear and general satisfaction.— 
Many customers frankly admit that the Hosiery bought 
at this store gives better satisfaction than any bought 
elsewhere. 


209-211 North Main Street. 


HOSIERY FOR WOMEX—FOB MEX—FOR CHILDREN 


nection u i t h the \\.ir, according to a 
statement made tod«i> in the house 
ot lommons b> Premier 


M.U'HI.Vi: SHOP DK.STHOVKU 


A u n 


Austrian hlu.ipnol. b\ir«tinn near one 
of tho cars, 
so 
s-onouply damaged 


the motor, that 
tnrtlier movement 


\\ith it \\as imposMble 


A Hero'.s Itcnth. 


j 
Tteah/.mg wlut liar} happc-norl. tin- 


Itl'CyrU H, O. 
Aun 
4 
Fire o' 
A i i M r i n n x com outrated tlioir tire on I 


HIT u n k n o w n 
oricin 
ilc-tro\cil the imp 
cripples hoping to proM^nt i t - 


m.uhine shop o! tho Canoll Koundrj roimn.il 
But the member of the 


aiul Mai nine lomp.im 
The Ins-, is det<ii hment •-tanding next to it has- 


cluse In JI0",!'"", mo--i]\ machinerx 
tencrl to its assistance, anil a K.'illant 


nnd tool« 
- 
soldier, nameil do Bci kcr, who in- 


Yes! 
These Hot Days 


-it is almost impossible 
to get good vegetables 


But you will have no difficulty to fill your menu 


for Sunday from our vegetable counter. 


Head Lettuce, Egg Plant, Cucumbers, Corn, 
Tomatoes, Green and Wax Beans, Celery, Car- 
rot*, Beets, Turnips, New Sweet Potatoet, 
?ea», Mangoes. 


FRUITS 


Cataba Melons, Indiana Cantetope, Water 
Melon*, Black Berries, Huckle Berries, Tip Top 
Melons. 


The Harry Thomas 


Grocery 


Phone, Main-4947 
Wett Market St. 


SAVE MONEY ON STANDARD PATENTS 


S;-riip Pepsin 
Hl'Syni]. IVpvin 


< '.-ilil'iirni.! S\ ni]i < » 
C.-irirrV L i t t l e Lh 


."»()<• 


.')0r 
r>0 


,'nV 
$l. 
7-"» 


23C 
89c 
45c 
89c 


i^s. . ,45c 
'iU*. ,23Ci 


<';iMovi;i. K!r1rlirr'< 
...... 
29cj 


( ' l i i i n i i t c r l j i i n V Kciuc»lirs . .23C' 


< "111 iciir;i Oil it incut 
....... 
45c' 


I >au(U'i 
iiiio 
............... 
23d 


0 l>;indci'iiir 
............. 
89cj 


u D. 1). J). or Zcnx. ........ 89c| 
DiapcpNin 
.............. 
45c 


D r W i t t V Ki.hioy Pills ____ 45c 
Doan's Kidney t'ills ...... 45c 
Drakt-'s Croup Rcinody . , .29c 
(1 Hay's llaii- Health .' ..... 89c 
IToHirk's Malt<-d .Milk ....45c 
o HcHick's Malted Milk ..89c 
.lad Sails 
................ 
69c 


Kskav's Koo.1 
............ 
45c 


"»0c 


.")0e 


. a y u e s 
c r u i t u u c 


K i c k a | » < n > \Vurni i^uxc 
Kilmer's S\vanip l \ ' x > t 
d Kilmer's S\\amp Ui- 


Catarrh J c l l v 


,45c 
.23c 
.45c 
.89c 
.45c 
.23c 
.23c 
.45c 
.69c 
.23c 
.89c 


K » n d < > 


I .i.xicrinc 
M c l l i n V F.Mid 
M e l l i l ) '^ !•'< mil 


L'.'x- M e n t l m i a t inn 
>1.00 M i i i l i e r ' h F 
•J.V M urine 
.................. 
23c 


'J-")e Nature's Keinedy 
........ 
23c 


TtOr Nature's Remedy 
........ 
45c 


.">0c Ncliro's llerpicidc 
........ 
45c 


Oil 
............... 
45c 


s <Ylcry Cmiipouud 89c 


Parker's Hair Kalsam ....45c 


.">0c 


Pajie's Diapepsin 
45c 


$1.00 Kattlosnakc Oil Lininiont 50c 
,">(>(• S|)cc(l\v;iy Liniment 
45c 


)()t- IMiicx 
*5c 


.!."")(• I'cttit> Kyo SjiKr ur WaT(M'23c 
*1.(H) IMcirc'.v Fa\dvitc 1'n -cvip- 


tinti, at 
89c 


^1 I'inkliani Vrut. ('iiini>min<l .89c 


H' 1'iMI R c U K M l v 
23C 


.")0c I'yi'aniid 1'ilc Remedy ....45c 
."tile Uesinul Ointment 
45c 


").- R.K-ky M d i i n t a i n Tea 
29c 


,*1,(H) S. S. S 
89c 


oOe Sal Ile]iati<-a 
45c 


,">0c Sloan's Liniment 
45c 


oO»- Smart','- Caleium Wafers . .45c 
$1.00 Wine of Cavdni 
89c 


5(lc Wvoth's Sa.ao and Sulphur 45c 
T.ie Il;ill Catarrh Cure 
69c 


r>0e Man/.an Pilo Remedy 
45c 


,")0e Phillips Milk Magnesia . . .45c 
,")()<• Poslam Salve 
45c 


,")0c St. ,Ia<-oh's Oil 
45c 


7.")i- Nujol 
69c 


PROMPT 


DELIVERY 


SERVICE 
HUNTER'S 


ORUQ STORE 


NORTH MAIN 


AND 


WAYNE 


CARTER & CARROLL 


IT 


. 
Keatfiily 
approve 
our modes 


Mid-Summer Special Sale 


WOMEN'S HIGH CLASS SILK SUITS AND WOOL SUITS SUITABLE 


FOR VACATION AND TRAVEL—PRICES VERY 


EXCEPTIONALLY REDUCED 


Styles All New, Fresh and Authentic—Read This Catalogue Below—If We 


Have Your Size You're Lucky 


Women's Fine High Class Suits Almost Given Away 


"Women's $29.75 size 38 Black Peking Silk Suit now 
$9.95 


Women's $50.00 size 36 Grey Taffeta Silk Suit now 
$11.95 


Women's $42.50 size 38 Grey Faille Silk Suit now 
$11.95 


Women's $39.00 size 36 Brown Taffeta Silk Suit now 
$11.95 


Women's $42.50 size 36 Navy Faille Silk Suit now 
^ 
$14.95 


Women's $39.00 size 42 Black Faille Silk Suit now 
$14.95 


Women's $45.00 size 36 Navy Taffeta Silk Suit now 
$14.95 


Women's $39.00 size 38 Navy Taffeta Silk Suit now 
$14.95 


Women's $75.00 size 36 Navy Taffeta Silk Suit now 
$19.75 


Women's $60.00 size 36 Navy Taffeta Silk Suit now 
$19.75 


AVomen's $65.00 size 36 Three Piece Silk Suit now 
$19.75 


LAST REDUCTION ON WOMEN'S WOOL SUITS 


Women's $25.00 size 16 Tan Golfflex Suit now 
$i3.9o 


Women's $29.75 size 36 Tan Gabardine Suit now 
$4.95 


Women's $19.75 size 38 Tan Serge Suit now ...._. 
$5.95 


AVomen's $19.75 size 36 Cope Serge Suit now 
$5.95 


Women's $22.50 size 18 Tan Poplin Suit now 
$6.95 


Women's $17.50 size 16 Shepherds Check Suit now 
$7.95 


Women's $35.00 size 36 Tan Chudda Cloth Suit now 
$7.95 


Women's $19.75 size 16 Navy Serge Suit now 
^.. 
$7.95 


Women's $22.50 size 40 Shepherd Check Suit now 
$7.95 


Women's $19.75 size 38 Copcn Serge Suit now 
$7.95 


Women's $29.75 size 36 Tan Serge Suit now 
$7.95 


Women's $29.75 size 38 Tan Gaberdine Suit now 
$7.95 


Women's $22.50 size 18 Copcn Gaberdine Suit now 
$/.95 


AVomen's $29.75 size 18 Cream Serge Suit now 
$9.95 


Women's $29.75 size 38 Cream Serge Suit now 
$9.95 


AVomen's $60.00 size 42 Cream Serge Suit now 
$19.75 


Sport Style Golfine Tailored Suits at Wonderful Bargains 


Rose Cope and White Golfine Sport Style Tailored Suits That Formerly 


Sold for $25.00; Sizes 34 to 40 


Last Reduction Sale 
<fc7 QC 


Price 
«PI.JKJ 


CARTER & CARROLL 


'SPAPERJ 


-, THF TTMES-DE^IOCRAT. LIMA. OHIO. FRIDAY EVENING, AUGUST 4. 1916. 
OTflB 


HH1B 


Prosperity for AH, is Pre- 


diction of the Trade . 


Journal, 


* 
^MBBM^^MP 
* ** 


Income From Securities Re 


turned From Europe 


Helps America. 


fhere are always people who see 


chaster ahead. In the midst of sun- 
shine they think and talk of rothms 
eJee bu the rain and siorm thai will 
follow, aud in the midst of prosper- 
ity they see nothing but dire disaster 
and calamities bejond. The lessons 
01 the past that American adversity 
bas neier been long-lived and pros- 
perity and progress the rule 
have 


never affected these gloomy souls, 
sajs the Advertising Age and Mail 


Fortunatel>, the 
talamity-howlers 


a* and whe-i peace sMnes once; 
over devasua.ed Ear 


_. _ for tho further devote*, 


the «uormou» resource* of our conu- 
try. 
Tu<?se billion* will not remal» 


(idle. The more capital our tountrj 
has at us command, the more 4tthe 
it ha» a!rt<i)s 
beooeiv 
Our 
ownj 


railroads ar« fcatJJy in n«*d of 
provemem. which will follow 
THe' 


growth of yopulauoa and of tbe j 
newer emiona <-f the tountr> will 
necessitate new 
railroad 
building.] 


New industries will 
»priu,4 
uy in; 


many parti of 
the 
countr> 
Our 


i red.- will continue to expand and 
we will be able to keei> a good part 


the markc-tn -which we have won 


Europe became distressed and 


unable to keep her 
trad*, connec- 


tions. Then real prosperity will s«p- 
plant the present feverish one. 


Europe's Futso* Msagtid. 


The only argument our prophets 


of evil have in stock is teat Europe 
will flood our 
country 
with 
low 


priced product* when peace comes 
aud thereby smash our own indus- 
tries 
But normal reasoning must 


^ 
i 


Natural set-backs may come but e\«a 
they »*em to b« remote at pre&ent 


fim us lite o&k&iott and coo 


which although erm. but not quite! 
c\enl> distributed 
«'>'' be followed 


by a »till greater one. in »htth all} 
the wide »»**** or the people will 


*«*"» <* *'• 


Cora for Cholera Morb**- 
"When our liuJe bo>. now eeven 


old. was a bao> he wa* tureJ 


K,» cholera jnorbus b> Chamberlain's 
Colic. Caoiera and Diarrhoea Rem- 
edy." writes Mrs. Sidaay Simmon*. 
~~ 
~ 
N. Y. "Since then oth- 
, 


bowel troubles wltfc food sauslaetioo j t-e*n \. siting her s«nd"ioj>., j. Mr. 
and 1 gladly endorse it as a remedy i\Vm 3 c\ea»on. tor ti.e ,JM 
of exceptsonal merit." Obtainable ; returned 10 her aomc" ja Lia& 
everywhere 
«on-»ed-rri;day evening 


j 
>|r 


B 


Alr. iaJ .ilra. l*uh 
Steel 


da-agbter Roaa 
«nteilc.n<.J 
:: 


frotB i-ima at tuppcr 1 utr-da 
ins 
Taa*« preeeut \\e-e Mr 


Mr». Lfwu Rsicl>r»n and ^ona 


m. i,<?iter. Arthur asc 1 


MS&a Eunice Slefcle 


Pon1' forzu 'he ice c.- 


A> I'niou Chap*! Sa' i J 
August ^. or 
tbe 
^ i'*c. 


mooting at i-<*'i etu 
->-' 


IS. all dj> 


10 


aad 


Ardre* Hcliman Sunday afternoon 


IKnr, F.rvbler 
^Hed 
on Jacob! 


afiernooB 


Mr and Mrs Ear) Fibber and aon 


Marion of Ma\SMl'e 
were 
S-nda% 


guests of G. R Fttier. 


>3r. aad Mrs ~d Carrol! darted to 


rro.o- to \ irg:ala Wednesd^\ 
They 


•»! ] \iiJt f iend» tbe'e :or 


T 
L- Ladiea Industrie} Circle held 


busipt»> meet'ns at >st home of 


'-* Aitred Heath T*i-*di-> 
alt». 


Lottie Sproul 
T 


-a 


1. ^1 


1 Vrt 


. • . 
_ , » 
UNION CHAPEL 


, 


aad Mrs G E ' Fette' an" 


lr» attended the Fruch re -nion 


Ibeld near tbe Lafa,ett? road S -a- 
! day. 


• iiii.il 
I 
Miss Haiti* Stanyer of r.«-ir ^s t 


Mrs Jacob Staver, SOB Ray and' blaster, is siending the reek wi* 


Order Journal. 
number of these 
ess never been large, while ihose 
who have taken a roseate view of 
tne future have always been in an 
overwhelming majority. There is in 
our time not a livmg person, no mat- 
ter how old he may toe. who has not 
experienced the truth of the saying 
d one of the greatest bankers of our 
country, that all those 
who have 


been pessimists about the future of 
this country have gone broke. 


While it is only natural that every 


pciiod of prosperit). after reaching 
m climax, meets 
with 
set-backs, 


\iise men have always tried to make 
the best out of prevailing prosperous 


U-H that the Europe after this war 
will not be the one it has been He- 
fore. 
Tho conditions. a& the* were 


before the war, will not return over 
night. 
Disrupted relations in the 


•world-trade, ruined mctories and de- 
moralised and crlppl«d laftor will not 
bo restored to old conditions over 
night, nor for months to cove. To 
put herself in order again Europe 
will nave to buy from us many things 
for quite a time 
Whatever mobile 


capital Europe will .have left, will 
bo needed for her own reconstruc- 
tion. 
The raw material she needs 


for factories will ba\e fo come most- 
ly from America—cotton, wool, iron, 
copper and all kinds of metals This 
will bring more prosperity to this 
side of the Atlantic ocean. 


And another important influence 


vull continue to make our own eco- 
nomic position strong. We hare no 
longer to pay to Europe much fman- 
c*al tribute, as was the case *efore 
the war wnen she held billions of 
American securities 
and 
received 


every year millions and millions o 
our money in shape" of interest and 


daughters Carol and Ho motored to] Mrs. Moliie Hefner 
Delaware, 
Saturday to attend 
the 
Mr. and Mrs Adam Rhinehart of, 


wedding of Miss Eunice Rockey andJMt Lookout, and Mr and Vr= Ma-t 
Charles Roudebush 
While tbere Esmonds and son John ot the Mar- 


they were guests of Rov. and Mrs. Ion road, were Sundav guests oi M- 
X U Rockey and family.and Mr.isnd Mrs. J. E Fetter. 
, 


and Mrs Delbert Hadsell and fam- 
Misses Erma Fetter 
ard 
Thpd-i 


y 
They returned 
borne Sunday jXeison and ilsssrs. Ira and \\ilbir 


j Fetter motored to Wapakcne-.a Fn-, 


'resent »i-'J ' ^d s if ts 
T!.i m* 


U's prest-.M v,ere M'b Ida CrKJths 
Mr* B:rd Hnists M-t Andre* HeiV 
H. in M't 
tiar«nct }t\dnim 
Mrs 


Hi uh M'a. uer'hs L\le and 
Laura 
HeaJ i 
Cue-Is 
were 


\:i'Ses> K <-c. Lvle and Rosa Ste»l«. 
' v-«.-> Frma Tc-tter and 
Ml'dred 


Pa\is and Ira Fetter spent \\odnos- 
da\ with Mr and Mrs. Marion W.m 


Mr and Mrs Jacob Easier 
aad 


Viss Eif'r Cusiei accompanied 
by 


Mr and Mrs 
Hcnrv RuJslen called 


on Mrs Petc-r Xeubrocnt, wbo is suf- 


fering with a broken hjp. 
aiternoon 


Class** Thre* and Four of Uaio« 


CLapei S^aday school accompanied, 
viss Rowcaa Hehwaa u> her home 
tunday. Thev tnjoyed a picnic din. 
ner on the lawn, after 
which 


\anousgsjnes. 
A very pleas- 


ant time wa» baa by si! 


Mr 
and Mr>. Ciarenc* Rydvas 


were Suoda> guests at 3 E f 


Jacob Siater apent Monday e*ea» 
, \\sth bis n-othor, Mrs D 


Ke\. L r» \Vert and Mr Bushoat 


• \\ett r.»-ro \ve'e bn»iaes» «aller» 


> i1 is uin-aniM last Prida: 
1 c reou'it. ractftin^ oJ tbe 


ler Liteiari. ->cc'.et> »ill be Fridsj 


\ uu»i 11. 


Edwin ?proul. -who has baea visit- 


ing with hi- grandparent*. Mr and 
Mrs S P Sjroul. returned to ti 


ir Una last week. 


satiated with 
_. _ 
__ 


to could rot If ha choose. Bat tow 
«x.4roshmt it «««ld ho ten tleso 
busy llvas of tho mart, to lean their 
narrow »pharo» asd lowly coiaj* *** 
a day c««sioaa.ly. (or tU B 
aida. wkore th«r aroacJi* aa 
pur*, a daj 
Of 
^b**1* 
worth years 
of 
Hf« aeaanrfd by 


commericial standard*—Elfhaaja. 


Cse Tb« TIMES 
e*lu»8. 


TRUE KK^Ul'ERATIOX. 


One would not want to lire alwan 


above tbe clouds, nor stay too long 


TT ' OCR DELICIOUS 


ICE CREAM SODA 


aj tbe— 


KLINGLER 
—DIUJG CO.TT 
Core-r Hain and Spring Its. 


BVCHTT8IKG 


traditions and have acted like the 
boy, when told by his. mother that 
tl.e world would come to an end the 
next day, replied that if this was to 
happen, why not let him eat up all 
the pies 1% the home, instead of los- 
ing them when tie end -of the world 


Is Base of Supplies. 


The terrible calamity winch has 


befallen the old world and for 20 
months has turned it'mto a veritable 
house of carnage, has made America 
tbe otly great base of supplies (or 
all nations and 
showered 
umold 


wealth upon us 
The sources of this 


•nealth may be closed up suddenly, 
tut this will not wipe out the welath 
It will remain among us 
It is true 


that the prosperity, uUicli the war 
bas created here, is ie^erish and has 
enriched some industries enormous- 
ly, while others have enjoyd little 
or none of it 
Yet, the 
billions 


dividends. The needs of the 
wai 


hcve forced the old world to dives 
itself of most of its 
holdings 
o 


American securities and 
our own 


people have absorbed them. The in 
come from these securities will re 
train here. European nations hav 
also borrowed about a billion dol 
lars from H« and wW continue ta pa 
us interest on tb.e»e loans,. From 
dibtor nation we.have become 
creditor natjou- 


U. 8. Currency Hbelps. 


W« are facing tbe future strong In 


nonetary means, strong in raw ma 
tcrials, strong in energies and apir 
of enterprise. Our financial positio 
is protected by a 
currency 
system 


\vhich safeguards us 
against th 


money stringencies as they used to 
spring us from time to time with a 
the convulsions in their trial. How 


Mr., and Mw Jacob Baxter 
and 


Miss Effie Custer accompanied by 
Mrs. Sadie 'Mason 
and 
daughte- 


eanette and Mrs. Clara Burden of 
Lima motored 
to 
Mendon, 
Ohio. 


Thursday, where they attended the! 
Custer reunion wnlch was held there, r 


he Custer reunion will be held at 
he Vanwert county 
fair 
grounds 


ext jear the last Thursday in Au- 
gust. 


Mr. and Mrs French were Satur- 


day evening guests of Mr. and-JIry. 
Henry Ruhlen. 


Mrs. S. T. Faudree and daughter 


Ic and Howard Ream of Lima took 
supper with Mr. and Mrs. Stevenson 
Sunday evening 


Mrs J. K. Lyle and family visited 


Mr. and Mrs. Newt Hall of Lafayette 
Monday. 


Arthur Cook has gone to Dayton 


where he expects to stay for several 
days. 
Mr. and Mrs. Wm. Hedges we.e 


day «venln*. where they 
of Misses Edith Nelson 


-<? cuesn! 


and 
Ma \ 


Mrs Mollie Hefner called on Mrs 


can a well-balanced mind able to 


and judge conditions and come 


see disaster ahead? 


HEADACHE STOPS, 
NEURALGIA GONE 


Dr. James* Headache Powdw* Give 
Instant Relief—Coat Puno 


a Package. 


Kerre-racking, splitting or dull, 


throbbing headaches Tl«W in just a 
few moments to Dr. James" Headache 
Powders which cost only 19 cents a| 
package at any drug store. It's- the. 
quickest, surest 
headache relief in 


tbe whole world 
Don't suffer! Re-i 


lieve the -pony and distress now!! 
You can. 
Millions of men and wo-1 


men have found that headache and! 
neuralgia 
misery is needless. 
Get) 


what you ask 


Lima's New "Duds" Store 


FOR MEN 


OUK SELECTION OF 


Sun Glasses 


Goggles, Dark Glasses, etc, is 
complete 
If the 
bright 
light 


hurts your eyes we can relieve 
the strain with a pair of these 
glasses. 
BASINGER'S 


Optical Dep't 


C. V. STEPHENS, IX CHARGE 


145 N. Main St., Lima, Ohio 


Exclusive and Dependable Creations 


< 


in 


Clothing—Hats—Furnishings 


Now Ready for Your Inspection. 


SAVINGS BUHDIN 
-bima ,LJhiO 


204 West Market Street. 


ROWLANDS' 23 
BIRTHDAY 


STARTS 
TOMORROW 


AUGUST 5thTO2Oth. 


SPECIALS FOR THE SALE. 


; " CARD TABLES 


A very bandy article to ha\e 


around the house; well braced, bi«l>- 
ly finished, covered in either imita- 
tion leather or felt. Something that 
you need everj week in the year. 
Anniversary s.Me 
SI do 


Special 
Porch ! 
Gates 


Made of hard wood, 


securely 
riveted and 


easy to attach. Can be 
used on tho porch or 
•t the head of tbe 
stain to keep baby I*. 
Anniversary Sale spe- 
cial,$L6S 


LAWN SWINGS 


F^pecially *** «•»« ***• «•»•• 
thing that the children will get a lot 
of pleasure out of, nleoiy finished, 
bolted construction, to close out 
what we have 
$1 Qft 


left. 
Special 
T I**" 


An Open Letter to You:- 


After 23 years of successful business 


in Lima, it is our desire to show our ap- 
preciation of their business and favors in a 
substantialmanner. ThereforeinthisAnni- 
versary Sale we intend to make the prices 
so low that this will not be only a sale 
but a profit sharing event 
Anticipate 


your later wants as we will hold whatever 
you buy and deliver it when and where 
you wish it In addition it is our intention to extend 
even more liberal credit to you during this safe than 
ever before. 


• YOUR , 
CREDIT/, 


\ 
IS 
f 
}OOOD| IMS: 


STARTS 
TOMORROW 


AUGUST 5th TO 2Oik. 


SPECIALS FOE THE SALE 


ELECTRIC TOASTERS 


One of tbe har.dicst and most prac- 


tical electrical fixtures around the 
hfme. 
Holds' a slice of bread on 


each side and to**U» 
it perfectly. 
Special.. 
$1,85 


S^iJr 
\ 
," •*** 


ELECTRIC IRONS 
v 


Xo horn*, should be without an 


Electric Iron; economical to opsr* 
MA. 
Cool aad easy to use. On* 


shown in picture with 
*1 OB 


6tand and wired complete. -V I «**** 


OVENS 


An assortment of Ovens tkat c*a- 


not bo equaled. For spooUJ we.of* 
fer tho on* above, 
*1 ^"~ 


line comr>l««». «* 
*•" 


LAWN HOSE 


To close oot tfce Lswya Hose whlcft 


we have in stock, we offer you 5-ply 
guaranteed Hoso in 85 or SO toot 
lengths, complete with nUtafa, at 


foot 


NEWSPAPFR( 


; 
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BRINGING UP FATHER 
By George McManus 


HAD TWO 
I LEFT HOWE'* 
OUT I KIN 
,-0^ 


STAND ANOTHER 


Pinch Hitting 


Wins For Cincy 


In Ninth Frame 


SPORT NEWS I 


T i v w A T i n T . n n - T C NSF. L 
•* ^ 
B Y H A R O L D G E N S E L 


' -»O8TON, Aug. 4—Cincinnati won 
the first game 3 to l and Bocton the 
second 5 to 3 yesterday. 
In the 


ninth Inning of 
the first contest, 


Mitchell, batting for Schulz. hit for 
two bases with the bases filled and 
scored three runs. 


"Red" 
Smith made 
the second 


game secure for Boston in the first 
inning, by driving to deep center 
for a home run with the bases full. 
Score: 


Cincinnati 
AB. R. H. PO. A. E 


Groh, ss, 3b 
5 0 
2 
2 
0 
0 


Rousch, cf 
4 
0 
0 
5 
0 
0 


Griffith, rf 
4 
0 
0 
0 
0 


Chase, lb. 2h ...« 0 1 4 1 0 
Neale, H 
4 
1 
0 
3 
0 0 


McKechnie, 3b .1 
0 
0 
0 0 


Emmer, ss 
2 0 l 
0 l 


Louden, 2b, ss .. 4 0 1 3 3 
Wlngo. c 
3 1 0 
» 0 


Toney. p 
2 0 
0 
1 2 


Schulz, p 
0 
0 
0 
0 
0 0 


• Fisher 
1 0 1 0 1 0 


** Clarke 
1 0 l 
0 0 


•»» Mitchell ...1 
0 1 0 o 


••*• Schneider . 0 1 0 0 0 
Moseley. p 
0 
0 
0 
0 
0 


Huhn, lb 
0 
0 
0 
0 
0 


Totals . . . . 36 3 
8 2 7 1 


'Batted for Toney in eighth. 


••Batted for Emmer in ninth. 
*•'Batted for Schulz in ninth 
•••'Batted for Clarke in ninth 


Boston 
AB. 


Maranville. BS . . 4 
Evers. 2b 
...... 
4 


Wilhoit, rf 
..... 
4 


Magee, If 
..... 
4 


Konetchy. lb . .4 
Smith, Sb ____ 4 
Bnodgrags. cf . .3 
Blackburn, c 
...3 


Barnes, p 
...... 
3 


• Connolly ..... 1 
•• Collins ..... I 


R. H. PO. A. E. 


1 2 
1 0 
1 0 
2 
0 


0 17 
1 0 
1 
2 


0 
5 


0 
1 


S 27 
Totals . . . .35 
•Batted for Snodgrass in ninth. 


••Batted for Blackburn in ninth. 
Cincinnati .. .. 0 0 0 0 0 0 0 0 3 — -3 
Boston 
...... 
0 0 0 0 0 1 0 0 0 — 1 


Two base hits, Emmer, Mitchell 


Three base hits, 
Smith, 
Wilhoit. 


Stolen 
bases, 
Magee, 
Snodgrass. 


First base 
on balls, off Barnes, 1 


Hits and earned runs, off Toney, 6 
hits, 
no 
runs in 7 


Srhulz, 1 and none in 


Innings, off 
1; off Mose 


ley. 1 and none in 1 ; off Barnes, ! 


and 3 in 9. 
Struck out, by Tone\ 


6. by Schulz, 1; by Moseley, l, b\ 


Rousch. cf 
5 
1 
0 
2 
0 


Griffith, rf 
4 
1 
3 
0 
0 


hase, lb 
4 0 i l l 0 


Neale, If 
4 
0 
1 
3 0 


Louden, 2b . . . . 4 
1 
1 
3 3 


Emmer, ss 
4 
0 
1 
3 
3 


larke, c 
3 
0 
l 
2 0 


Moseley. p 
3 
0 
0 
0 
3 


Fisher 
1 
0 
0 
0 
0 


game than does 


0 'chieftain 


a cannibal island 


Totals 
36 
3 10 24 13 


•Batted for Moseley in ninth 


Boston 
AB. R. H PO A. E 


Maranville, ss , . 4 
l 
1 
2 


Evers, 2b 
2 


"Old Roman" Testifies. 


Comiskey, who then was famous 


48 a ball player and manager of the 
four-time 
champion 
St. 
Louis 


Browns, was called 


"Have you ever 


to the stand. 
heard used In 


your baee ball business the expres- j Boston 
sion. 'glass arm'?" Comiskey 
was 


asked. 


Fitzpatrick, 2b .3 
Wilhoit. rf 
..... 
4 


Magee. If 
...... 
3 


Konetchy, lb 
...3 


Smith, 3b 
...... 
4 


Snodgrass, cf 
Blackburn, c 
Allen, p 


. . 4 
. . 2 


3 


Totals 
32 
5 
8 27 11 


Cincinnati 
1 0 0 1 1 0 0 0 0 - 


Boston 
4 0 1 0 0 0 0 0 •—5 


Two base hit, Groh. 
Three base 


hits. Louden, Griffith, Groh. Home 
runs. Smith, Magee 
Stolen bases, 


Keale, Chase. 
Bases on balls, 


'Oh, yes. sir, I have one myself," 


was the reply. 


"Do you think that the possession 


1 
o j of a so-called glass arm is a handi- 


0 i 
o cap to 
a ball player? 
Would 
it 


0 
3 
0 affect the usefulness ot a player'" 


3 
o 
0 
"I do not think it would affect the 


0 
0 
0 usefulness o r a n infielder." 


0 13 
0 
0 
"Why not?" 


1 
0 
1 
0 
ComiBkey. without t h e flicker o f 


0 
l 
0 
0 B smile on his face, then made thia 


1 
8 
0 
0 remarkable reply, In substance' 


9 
ft 
5 
0 
"Well, your honor, 
the position 


played bj an infielder requires him 
to make whai is 
known as 
snap 


throws. 
As you surelj must know 


glass is brittle 
and snaps 
easily. 


Therefore, a third baseman with a 
'glass arm' would 
seem to be of 


more value to a ball club than one 


American league. 


Cluba. 
W. 


Chicago 
08 
56 


Cleveland 
54 


New York 
53 


Detroit 
S3 


Washington 
49 


St Louis 
50 


Philadelphia 
l» 


National League. 


Clubs. 
V\ . 


Brooklyn 
57 


Boston 
50 


42 
41 
44 
45 
49 
47 
49 


Pet 


.580 
.577 
.551 
.541 
.520 
510 


Wins From 
Athletics 


off I who didn't have a glass arm. 
Do 


Mo»ele>. 6: off Allen, 1. 
Hits and 11 make mj&elf clear 


earned runs, off Moselej. 8 hits, 5 I 
"Perfectly, 
sir,' 
answered 
the 


rims In 8 innings, off Allen. 10 hits 
and 3 runs in 9 
out, 
by MoseWy, 


Umpires, Byron and Quigley 


Innings. 
Struck 


2. by Allen 8. 


judge, "I get vour point exactly " 


And the nthe judicial person ver- 


bally flayed the Pittsburgh club own- 
ers for their 
stand that a 
"glass 


armed" player was a rather useless 


NEW 
YORK 
Aug 
4 
Fred' person and ruled 
that the 
club 


MerHle's home 'run drive' into the [should pay Burns the $12,000 and 
left 
inning, broke 
up a tight pitchers 


battle yesterday between Vaughn of 
the Chicago Nationals, and Perritt 
of New York, the Giants winning 
1 to 0. 
Score 


field bleachers 
In the eighth | the costs of the case as well. 


Cllicago 
. 0 0 0 0 0 0 0 0 0 — 0 7 1 


New York 
0 0 0 0 0 0 0 1 


Batteries 
Vaughn 
and 


Perntt and Rariden 


— 1 3 2 
Wilson; 


Pittsburgh-Brookl} n. 


BROOKLYN, Aug. 
4 — Brooklyn 


won the opening 
game 
from the 


Pittsburgh s yesterday, 7 to 2. Score. 
Pittsburgh 0 0 0 0 0 0 0 2 0—2 
7 1 


Brooklyn 
. 0 0 0 0 0 0 4 3 
7 10 2 


Batteries 
F 
Miller, Kantlehner 


and Fischer, Cheney and O. Miller 


St. 1,011 iv- Philadelphia. 


PHILADELPHIA, Pa , Aug 
4 — 


Barnes, 5. 
Umpires, 
Quigley and 


Byron. 


Second Gamp. 


Cincinnati 
AB. R. H. PO. A. T 


Groh, 3b 
5 
0 
2 
0 
4 
OJzales, Beridei and Burns 


Philadelphia hit 
the deliveries of 


Doak and 
Watson hard 
>esterday 


and defeated St. Louis 10 to 4 
S t Louis 0 0 0 2 0 0 0 2 0 — 4 9 2 
Phlla 
0 0 0 1 3 3 0 3 » — 10 1 4 1 


Batteries. Doak, Watson and Gon- 


Philadelphia 
....... 
o2 


Xew York 
Chicago 
Pittsburgh 
?t. Louis 
Cincinnati 
..... 


47 
45 
50 


L. 
34 
38 
39 
44 


51 
56 
60 


American Association. 


Clubs. 


Kansas City 
Louisville 
Indianapolis 
Minneapolis 
Toledo 
St. Paul 
.......... 
49 


W. 
62 


*>~ 
56 
53 
50 


Columbus . . 
Milwaukee . 


40 


41 
45 
46 
49 
49 
48 
57 
67 


.202 


Pet 
626 
.568 
.571 
516 
464 
440 
440 
.394 


Pet. 
.602 
.559 
549 
520 
.505 
.505 
.412 
343 


CEEVELAND, O., Aug. 4.— Cleve- 


land won the opening game of the 
series 
with 
Philadelphia, 3 to 1, 


Bagby being more effective with men 


n bases 
than was Bush. 
Bagby 


,lso aided in his own 
victory, by 


making a triple and scoring Cleve- 
and's first run. 
Lsjoie's triple and 


Vlclnnis' sacrifice fly saved Phila- 
elphia from a shutout. Score: 


Cleveland 
AB. R. H. PO. A. E. 


Iraney, If 
---- 
3 


Chapman, 3b . . .2 
Roth, cf 
....... 
4 


Smith, rf 
...... 
3 


Wambsganss, SB. 4 


andil, Ib ---- 3 


Turner, 2b ..... 3 


YESTERDAY'S RESULTS. 


Comiskey Stated 
Glass Arm Asset 


Objection was taken to the ruling, 


however, but the club owners lost 
The suit finally was settled by the 
Pirate owners 
paying 
Burns six 


weeks salary—the period from the 
date of his release until 
the suit 


was decided. 


Cap Anson Got Jolt. 


It was during thes ame trial .hat 


' Cap" Anson, 
who also 
testiued 


that he had a 'glass arm." got the 
rudest shock of his lengthy career. 


"Cap" just then the most talked- 


about pla%er 
in the United States, j 


took his place in the witness chair, j 
with the air of a matinee idol on 
review, and the judge said 


"Name, please " 
"I am 'Cap' Anson," returned the 


diamond star, with a show of pride 


'I want 
\our 
full name, sir," 


commanded the judge 


"Adrian 
\nson 
Captain A C. 


Anson. of the 
Chicago team, the 


hall plajer, \ou know, of course, i 
>ou'\e heard of me,' answered A n - j 
son, 
in a tone that was a rebuke to j 


the ludgo tor his seeming ignorance 


'The name in nowise is familiar 


to me. 
I never have heard of jon." 


iooh returned the ludpe, whereupon 
kind and 
Io\iiiK friends of "Caii ' 


Anson rushed forward 
with smell- 


ins salts, pure 
ammonia and other 


prepartlons designed to rescue hu- 
mans fiom a state ot" collapse 


National League. 


Philadelphia 10, St Louis 4. 
New York l, Chicago 0. 
Brooklyn 7, Pittsburgh 2. 
Cincinnati 3-3, Boston 1-5. 


American IJeagw*. 


Cleveland 3, Philadelphia 1. 
Detroit 2, New York 1. 
St Loui« }. Boston 2. 
Chicago-Washington—rain. 


American Association, 


LouisMlle S. Toledo 2 
St. Paul 4, Minneapolis 3. 
Kansas Cit\ 5, Milwaukee 1. 
Columbut S. Indianapolis 6 


GAMES TODAY. 


American League. 


Washington at c hicago. 
Boston at St Louis. 
Ne\\ York at Detroit 
PhiUdelplua at Cleveland. 


National League. 


Cincinnati at Boston (two games) 
Ch.caso ,U Noi<, York 
Piushurgu at B.ooklyn. 
St Ix>ui> at Philadelphia. 


American Association. 


Toledo at Columbus. 
Indianapolis at Columbus. 
Louisville at Toledo 
Milwaukee at Kansas City. 
St Paul nt Minneapolis. 


Canal Town Boys 


Will Play Lima 
Here On Sunday 


Much speculation is being advanc- 
According to 
the latest 
report 


ed by fans as to the outcome of the 
contest, Sunday afternoon, at Mur- 
phy 
street park between Delphoa 


and the Independents. 
Because of 


the win of the Canal town tribe over 
the locals on July 4, many are skep- 
tical of the result of the game. 


However, considering the fact that 


Carroll, the regular pitcher for the 
Independents, will be in the box and 
the addition to the line-up of Cos- 
tello and Dickey, it is believed by 
the more conservative that the locals 
will finish the contest at the big end 
of the score. 


from the manager of 
the 
Delphos 


club, the make-up 
of their team 


will be intact. Owing to the sweep- 
ing mann*r in 
which they 
hav« 


been winning contests this season, 
it is easy 
to see that they have 


one of the 
best semi-pro teams in 


this part of the state. 


The management of the Independ- 


ents is at loss owing to inability 
to obtain games with teams of high 
caliber. 
So far 
this season great 


difficulty has 
been experienced in 


scheduling games with teams worthy 
of the attention of the Independents. 


Daly c . ...... 3 
Bagby, p 
...... 
3 


0 
2 
0 
0 
0 
0 
0 
0 
1 


3 
3 
3 
31 
7 
0 


Totals 
28 
3 
6 27 
7 1 


Athletics 
AB. R. H. PO. A. E 


Witt, ss 
4 
0 


Walsh, rf 
4 
0 


Strunk, cf 
4 
0 


.ajoie, 2b 
4 
1 


Mclnnis, lb 
3 0 


McElwee, 3b .. . 3 0 
King, If 
3 
0 


Haley, c . . . . 3 0 
Bush, p 
3 
0 


0 1 
1 1 
3 
4 


1 2 
1 10 
2 1 
0 
1 


0 
4 


0 
0 


2 
0 
0 
2 
I 
4 
0 
2 
3 


Totals 
31 1 7 24 14 1 


Cleveland 
0 0 2 0 0 0 0 1 •—3 


Philadelphia . . . 0 0 0 0 0 0 0 0 1—1 


Two base hit, Roth. Three base 


hits, Bagby, Walsh, Lajoie. 
Stole!, 


bases. Ruth, Smith. 
Double play, 


Witt and Mclnnis. 
Pitching record, 


off Bagby, 7 hits, 1 run in 9 innings; 
off Bush, 6 hits and 2 runs. 
First 


base on balls, off Bush, 3. 
Struck 


pires, Nallin and Deneen. 


New York-Detroit. 


DETROIT, 
Aug. 4.—Xew 
York 


lost its aeventh straight game yes- 
terday to Detroit 2 to 1. On both 
sides the fielding was very fast and 
the pitching good 
Score: 


New York . 0 0 0 1 0 0 0 0 0—1 4 1 
Detroit 
. . 0 0 0 0 0 0 1 0 1 — 2 4 2 


Batteries: Russell 
and Walters; 


Coveleski*, Boland 
and 
Stanage, 


Baker. 


Boston-St. Lonls. 


ST. LOUIS, 
Mo., Aug. 
4.—St. 


Louis made it 13 straight by taking 
the first game of the 
series from 


Boston here yesterday 3 to 2. 
St. 


Louis won 
in the tenth. 
Tobin 


singled, Sisler doubled, Pratt was 
passed purposely. 
Scott threw out 


Marsans but Tobin 
scored on the 


play. 
Score: 


Boston 
0 1 0 0 0 1 0 0 0 0 — 2 6 3 


St. Louis 0 1 0 0 0 0 0 1 0 1—3 8 0 


Batteries- 
Leonard, 
Mays 
and 


Agnew, Thomas; 
Koob and Sever- 


eid. 


CURTIS TRANSFER AAT> TAXI 


LINE MOVEP FROM 115 S. UXTOX 
TO E. MARKET, 
ACROSS FROM 


LIMA HOUSE. 
2t3 


Anything wanted? Find It in the 


out, by Bagby, 4% by Bush, 3. Um- Times-Democrat want column. 


Tourney 
Will Open 


Saturday 


CHICAGO, Aug. 4.—A long list of 


tennis star players will participate in 
the western 
tennis 
cahmpionshipa 


which open Saturday at the Onwent- 
sia club, Lake Forest. The entry list 
v.'ill close at noon today and draw- 
ings will be made in the men's sin- 
gles. 
Doubles entries will be held 


open until Monday while the women 
v;ill hav3 until Tuesday to get in line. 


Maurice McLoughlin was expected 


in the city some time today. 
With 


him is Kenneth 
Hawkes, a Leland 


Stanford shark who McLoughlin says 
i-s a coming champion. 


Kansas City comes in strong with 


Bis. Teachnor, Jack Cannon and Clif- 
ford Lockhorn. 


Connie Doyle, Nat Emerson. Henry 


Breck, Lew Hardy, Roland Roberts, 
Van Dyke 
John, 
George 
Wright, 


Bradley Hogue, Joe Armstrong, Dick 
Williams and George 
Monnett 
are 


only a few of the racket wielders 
vno came from some distance. 


To An Infielder 
SHORTSPORT 


Bj Frank G. Menko. 


NEW YORK, 
Aug. 
4 —Charles 


Comiskey, ome offert-d in a eourt 
ot law ' expert testimony" to the ef- 
rest that a third baseman with a 
"glass arm" is of more \alue to a 
ball club than one with a Klas -less 
w i n g ' 


Whether the present owner of the 


White Sox expressed svKh a belief 
irerely as> a joke, or whether he act- 
ually meant it, has remained a mys- 
tery for something 
like 24 years 


But the fact remains that the "old 
Roman" did make such a declaration 
and that it undoubtedly helped to 
influence a judge 
in rendering a 


that report 
information. 


He wanted 
And 
so 


first hand 
he 
wired 


Results 


It 


Hums like this 


Hum*. Released, Fil«« Suit, 


"Will contract you toi tnree jears 


at salary $4,000 per >ear upon ron 
<)Hion that your throwing arm is in 
perfect condition. 
I'nless ion can 


gauarantee condition of \our arm, 
deal Is off'" 


Burns wired naok 
"Mj arm in 
perfect 
rendition. 


\Vill guarantee it." 


Temple than signed Burns only [the Matfvtes. 


to find out within a short time that' 


Another chinpo rtc\flop(Hl in thf 


Vmerican lea CUP rnci^ 
Viv the Rod 


Sox defeat tho White co\ 
jumped 


li to the lead. 


\iolor> 


run was the* onU 


run scorod in the- Glants-Cnh 


Col unibus-Imiiimapolis. 


Cnl.imhus . 0 1 S i) 4 0 0 0 •—8 0 : 
Ird'inapolis 0 2 i 1 0 0 0 .5 0—6 P i 


B.i.tones. C u i t i f - and Pratt; Roggr 


and C >-.seit 


the reports com e.rning the ilinginc' 


I OUls 


Tolodo . . 
'to 0 0 0 0 0 0 2—2 1 2 2 


Batter.ps, Middlpton 
and 
Will- 


|i.,iri'., Nodiont. B.illo\, 
Strand 
and 


ThP Tl*>ds madp a Harrison finish ^ ells. 


nnd triripcrt the Bravr* In thp fir-it i 
C.LIT.P. 
I'hPn the Stflllmciti'* nmusl 
Minn«\»poli*-St. Panl. 


t}Mr mtir.rsjT. turnrd tho table on I Mmnnapolis 3 " n n 0 • 0 0 0—4 
63 


| M. Pan] 
0 1 0 n 0 S 0 0 0 —4 1 0 1 


i 
Bnttenes, Dumont 
nnd 
Owens; 


and Mavor, demons. 


Burn*, 
"Cap" 


the 
onetime 
member 
of 


Anson'K Stonewall 
inlleld " 


Howe\er, before the deal flnallj was 
put through. 
Temple "tipport" that 


Burnt had a "«las» arm ' 
i In rtno 


hall parlance that mean* a throw- 
ing arm which has become kinky 
and utiff and, therefore, is useless in 
r. bate hall way.) 


Temple, however, Fefufied in 


up Burn* merely on th« Rtrenf th ot 


arm of the former star if the Chi- 


verdiot in a baseball sun invoMng|" n <" R«rn« had been true, that^tha 
$12,000 


Back along in 18S2 when William 


Chase Temple owned the PlttshurKh 
Nationals he derided to sign up Tom 


Thf-r'.-, no ptopnin- tho 'Inrtsors i 


Piratos wore the vi.'tms 


capo team was dead as far ns 'iase | 
Tf<o> Philips found 
"if> 


ball usefulness was concerned. 


"So thoro was nothing left for m<» 


to do hut to release Burns," said 
Tf-mplo 


Burns 
IniniPdlutoly 


filed suit for $12,000- throe years' 
snlarv- acalnst the VlttsVnirgh club, 
summoning Comlskrv, among others, 
to tpstif\ in his behalf. 


tr allcame up b«for« a Chl- 


CAKO jud»« who r«**rd*d h»g« ball- 
ing a* a sort of roughneCK occupa- 
tion and knew little mort abent the 


oas> plcktnp 


U tlio Y.xnks don t .irnro MII"\ «••!' 
n bP tn tho second dl\ inon 
Onh 


l i > \ r>olnts sppante tVn'ii f nm IV 
afterward 
', 
t oit and « woi-k am tho \'.>w York-i 
ors toppod '.ho 


Thn VthlPti<\s are still the ^.tt of 


tl-.p other rlubs 
np\claml 
took a 


fall at thorn. 


Wart ad i W Tho Times-riptaocrat 


bring quirk anvwera. 


Milwaukee-Kan*.™* City. 


T,nlwai!kpp 
o o i o o n ii o o —l 9 S 


Kansas Ctt\ 2 0 l l 0 ft i 0 •--S 8 3 


Rattprios, Faoth. 
Slapnlcka 
and 


TMUiopfor, RpR,in and 
H«>rry. 


I,I\«T Trouble. 


"T am bothpnvl w i t h liver trouble 


about nvup 
n 
>r.ir, ' 
write* Joe 


Dlncmnn, W^bstfr citv 
Iowa. 
"I 


ha\e pains in m\ sirtp nnd hack «nd 
an a w f u l poronoss In my stomach. 
I 


heard of Cliamhorlaln's Tablets and 
tried them 
R> thp time I had uaed 


half a bottle of them I wan feeling 


of pain " Ob- 


mon-w«*-frl 


fine and hnd no 
tainable everywhere. 


Their Turkish flavor 


accomplished "the impossible3 


It ss years back since smokers have beard of any 


NEW quality in a cigarette. 


But here, at last, is a cigarette that has accomp- 


lished''the impossible" 


A cigarette that aatufiet, and yet is MILD— 


Chesterfields! 


For the first time in the history of cigarettes, 


you are<rffered this new kind of enjoyment! 


No cigarette, at any prkcL£Bfi gr*e ymrthis now 


etyoyuitsnt" ensoept v«aestoctiaiosz 


Why? 
Because no cigarette maker can copy the 


CIGARETTES 


•Th« Mont Kxp««in»Jv*» Tnrklrti Tobac- 
co* that grow «i* cnnt*in«d In th« 
famonn Oh*****!'*'!*! Blend: —XA\- ^ 
THI for lt« fragrance; SMYRXA for 
It* owfwtnMM; 
CAVAU'A 
for IU 


aroma; SAM8OVX for It* rirlmon*. ' 


20 FOR lOc 
—and yd they're MILD 
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MARKETS 


IN ILL ST. 


Co. iyy, 
inirc 


Union Pacific 13SV»: L. S. Rubber 
53; U. S. Steel 86%; U. S. feieel 


118U; Utah Coper 77V4: Vir-j 


ginia Copper 77 *4 ; Virginia. Caro- 1 
liua Cnetuicai l-;>\. Western 


Westinghouse Electric 


Willys Overland 51 ; Marine pfd. 


NEW 
YORK, 
Aug. 
*. — There , 


were urgent 
efforts made by bear \ 


interests to cover motor stocks In ' 
tfce early trading on the stock ex- 


Sales 224.200 shares; 


454,000. 


bonds 13,- 


CHICAGO GRAIN OPENING. 


CHICAGO. Aug. 
4.—On 
stron;i 


change today resulting ia general | «*We» and 'u«n*r report, of dam- 
advance*. 
Studebaker 
gained two|ase- *heal °1>eue<1 - l* °*# >'Mt*r" 


points IB the 'am 15 minutes to aay'» cl08e Corn »nd <*** wer* '^ 


it LOCAL MARKET II 
II Corrected to Date (I 


Ketail FruiU and Vegetable*. 
! 


Uaucoa*. 2 tor &c' Radiabat. 3, 


bunches, y>c; 
Cucuoxban. 5 andj 


'8c; Cocoanuu, S to 10c; X" 
*" 


j 
METAL PRICKS. 
I 


NEW YORK. Aug. 4 &Lead dull: 
l 


spot, August and September ottered 
: at 60o. 


I 
Tin steady. 37 3-4®OS 1-4. 
i 
Spelter ea>>, prime western spot 


N U-V. AugUbt 
,>> 1-4; .September S. 


October 7 3-4; November and De- 
cember 7 1--- 


Copper Irjn 
it wa< learned to- 


day that 20.000 
pounds of electro- 


ivtic copper had 
been bold at 27 


cents to be delivered during the last 
quarter of the jear. 


WANTED 


CLASSIFIED 


CUatfied ada. «•• cent §ar v*HL 


tbrw laawttoaa for tlw 
two. Poaitle* 


REAL ESTATE AND 


INSURANCE. 


JOHN M. BOOSE & SON 


ESTABLISHED 14 YHARfl 


Black Block. 


124 Vj- 
Maxwell Motors ro^e 


77% aud Chandler 1*4 to lu 


Tbe Marine Issues were also ac- 


live and.itrong, the preferred mov- 
ing up 1^4 lo 89^4 and the common 
% to 26*8. 
United Fruit was an- 


other strong 
feature, 
opening at 


15878 
and 
advancing to 
160%. 


There was continued 
accumulation 


of Union Pacific 
which opened 
>•» 


lower at 13 S% and then advanced 
to 138%. Steel common rose & to 
86%. 
Anaconda "rose % to 79% 


and U. S. Steel % to 34%. 


Price movements in the copper is- 


sues were mixed. 
The rails gener- 


ally made fractional advances, New 
York Central advancing % to 10;)% 
and the same amount of gain was 
made in Reading which sold at 94%. 
Crucible Steel advanced % to 67 % 


,„, ticnally 
higher. 
Pgavieions 
10 j steady, 
, '* . 


Wheat. Mav $1.40% to % 


were 


tenvber $1.32 to ftl.Zl; December 
$1.36 to $1.35%. 


Corn, May 72% to »£; September 


79%: December 68% to %. 


Oats. .May 48® 47^: 
September 


427^ to %; December 45% to U- 


Lard. September $13.77 to $12.75; 


October $12.80 to $12.77. 


CHICAGO LIVE STOCK. 


UNION STOCK. YARDS. Chicago. 


Aug. 4.—Hogs,.,receipts 13,000; mar- 
kets 10 higher; mixed and butchers 
$9.05 @ 10.00; good and heavy $9.30 
@9.95: rough 
heavy $8.90 @ 9.20; 


light $9.30 @ 10.00; 
pigs 
$8.50® 


9.25; bulk $9.15@9.80. 


Cattle, receipt* 
1,500; 
markets 


steady; beeves $6.85® 10.35; cows 


utoes. 3c per pound. 4ac i>er peck.; 
New Cabbage. 5c pound; Onion*. $c 
per bunch; Oranges, SO to Goc dos- 
eii; Lemons. »«c dozen; 1-arsley, at 
ouuch; Hoi House Tomatoes. SOc; 
pound; Apples. 6c pound; New Tur- 
nips. 3 buutnea for lOc; sweet Po- 
tatoes, fcc pound; 
New Pea*. lOc 


pounds; Pineapples, aize 24, 15 and 
Hoc each; Grape Fiuit. Sc and lOc; 
talsiiy, &c buncn; Green Beans, loc 
per pound; Water Melons. 3»c. lac. 
50c; Caatelope. lOc. ISc. Joe; I»ew 
Berries, i&c quart; 
Cherries, 
lac 


quart; fted Raspberries. 26e quart; 
lilac k. 
Raspberries, 
25c quart; 


Plums 2oc pound. 


$4.00@8.85; 
$5.25@7.80; 


stockers 


Texans 


Alcohol 
gained % 
to I J7.10@S.40; calves $10.25@12.25. |ea, 27c pound; Geest. dressed. ICc 


pound; Dressed Turkeys. 32c pound. 


and Mexican Petroleum after open- j and 
heifers 


Ing down % at 95% rose to 96*4.:and feeders 
Industrial 
106. 
- Sheep, receipts 
9,000; 
markets 


Trading quieted down in the late | steady; native and western $3.75@ 


forenoon when 
recession were re-j 8.40; lambs $8.25@11.30. 


corded in 
many issues. American i 


Bert Sugar declined from S7 to 65,1 
BAJt SILVER. 


Cuban Cane Sugar 
from 54% to1 
NEW YORK, Aug. 4.—Commer- 


53»i, Studebaker 
from 124% to i cial bar silver Is up %c at 64%. 


123V- and Maxwell Motor, after sell-i 
Jng up to 78 >4, reacted to 77 }4. The ! 
NEW YORK PRODUCE. 


Poultry mad Produce. 


Creamery 
Butter, 
per 
pound. 


29 
l-2c; 
Butterine. per 
pound, 


25c; 
Countri 
Butter, 
20® 3 


pound; Fresh Eggs. 22c dozen; Lard 
pound; Fresh Eggs, soc dozen; Lard 
per pound, I So; 
spring Chickens, 


Hens. 14e pound; 
4Uc pouna; Or«ss- 


OHIO INCORPORATIONS. 


COLUMBUS, O.. Aug. 4-T-Follow- 


ing articles 
of 
incorporation were 
filed today: 
| 


The Gem Coal and Supply Com-1 


pany, 
Columbus. 
$lO,ouO: o. L. 


Alimiller. 
j 


The Cleveland and Milwaukee Bil- i 


liard and Bowling Club Compan>.| 
Cleveland. $40U,000; Fred C. Smith 


The Napoleon Crown Fender Com-' 


pany, Napoleon, $20,000; G. M. Don- , 
nelly. 
• 


The Shafer 
Construction 
Com-; 


pany, Findlay. $50,000; W. F Hos-i- 
ler. 
I WANTED—Boy 


The 
Clinic 
Building 
Company, i 
ago to work 


Toledo, 
$10,000; 
Frederick 
C 
uient. 
Apply 


Schaal. 
room- 


hTe Savage 
Auto 
and 
Repair 


Company, Cleveland, $5.000; \V. C 
Da vies. 


The Rubber-Aid Company. Cincin- 


nati, $10,000; David Rubin. 


The L. C. Hecock 


pany. Elyria, 
increase 


MAIN 
8698 


PHONETOKR 
VftNTAD* 


TOJHB 


UMA 


TIMES-DEMOCRAT 


FARM LOANS—HOUSES TO RKNT 
\ 
Pkone. Mala 53t4. 


! 
Your Business 8oIMta«. 


!Thea G. Scheid, 


PLUMBING 


Heating - aud - Ventilating 


WANTED 


GOOD SERVICE 


Met hod i 
: Waldo Bldg. 


«-2Stf 


00.00 «9 IX»\V AT FIVB 


PER C" N'T. oa gwd Improved farms 
on ion* time, and parti • payment 
privilege. 
. one Mala 2217. or call 


and see me. 


C. H. FOLSOM 
• 


Real Estate and Loan Broker 


Rooms 2 and 3 :!olm«a Block. 
tf 


NOTICE OK APPOISTMBST. 


Tb» State of Ohio. Allen County, at. 


Estate of Catherine 
L. 
Wclltf. 


deceased. 


M. C. Purtscher. of Lima, Ohl». 


has been appointed and qualified as 
administrator of the estate of Cath- 
erine 
L. 
Waller. 
lat« 
of 
Allan 


County. Obio. deceased. 


Dated this 27th day of July, 1»1«. 


FKED C. BECKER. 


7-2S-frl-3wka 
Probate Judge. 


over 16 jeara 
o f j 


in mailing depart- i 
to 
foreman, press! 


t f ' 


Use The TIMES Want column. 


XOT1CE Of APPOINTMENT. 


The State of Ohio. Allen County. M. 


Estate of Robert 
Campbell, 
de- 


ceased. 


Delia Campbell, 
of 
132 
east 


Grand ^avenue, Una. Ohio, has been 
appointed and qualified as Executrix 
without bond of the estate of Rob- 
ert Campbell, late of Allen County. 
Ohio, deceased. 


Dated this 25th day of July, 191«. 


FRED C. BECKER. 


7-28-frl-3wks 
Probate Judge. 


A want ad In the Times-Democrat 


will bring quick result*. 


WANTED — TV.O or 
three light 


housekeeping rooms in a fine resi- 
dential 
neighborhood. 
Inquire, 


Manager of Boston Store. 
8-^-3t 


For the Vlaltora, 


In fnll view of the crowd In a very 


street txro vender* of herrl*« 
busy with piles of thin wooden 


with Iroma- 


XOTICE OP APPOINTMENT. 


$50,000. 


Machine Company, 
$150,001) to $:.<to,- 


standard issues moved in the same; 
N E W__ Y9^ KI 
Auf' 
*'~?-a;L' 


manner, 
86% to 861/s, 
138% to 138% 


Marine preferred reacted to 88%! 


and thec ommon to 25%. 


Union Pacific 


U. S. Steel declining from i steady; No. 1 120 asked; No. 3 85 @ 


from!34; mixed clover 95® 105. 


j 
Wool, firm; domestic fleece 35® 


|41 do; pulled basis 55@85; Texas 
scoured basis 56® 80. 


On the curb, 
Kathodian bronze, 


on sales of 1,000, dropped from 20 | 


Money 
loaning at 2% per 
to 14. 
cent. 


The close was: 
Allis-Chalmers 


2014; Allis-Chalmers pfd. 74; Amer- 
ican Agricultural 
73 % ; American 


Beet Sugar 86; American Can Co. 
54%; 
American Car & 
Foundry 


Dressed poultry, irregular; chick- 


ens 21@32; fowls 14® 22; turkeys 
23@32. 


Live poultry, irregular; chickens 


21@23; fowls 20; turkeys 15@18; 
roosters 14%; ducks 16; geese 13. 


Butter, steady; 
creamery extras 


30@31; 
creamery firsts 28@30; 


higher scoring 30% @32; state dairy 


„„,, 
. 
. 
„ . „ , 
. , ... ,tubs 23®29%; 
renovated 
extras 
07%; Amencan Coal Products 141:, 
imitation 
creamery 
25 


American Cotton Oil 
52%; Ameri- j ^ £ ^~ 


can Locomotive 68; American Smelt- 
ing 93; 
American 
Steel Foundries 


49; American Sugar 
Refinery 109; 


American Tel. & Tel. 129%; Ameri- 


Eggs, Irregular; 
nearby 
white 


Live Stock Market. 


Fat Steers, 900 to i.OOO pounds, 


6® b l-2c; 
heifers-, t>@<> 
l-2c; 


calves, 6 l-2@7; bulls 5 1-4®» 1-2; 
sheep 3®6c; lambs 6@6 l-2c; hogs, 
7@7 1-4C. 


Retail. 


Creamery butter, per pound, 35c; 


Butterine. 
per 
pound, 
23®25c; 


Lard, per 
pound. ISc; 
Creamery 


Butler, per pound, 35c. 


LIMA OIL MARKET 


1.33 
1.70 


can Woolen 42%; Anaconda Copper 
78%; Atchison 101 Ts; 
comotive 70%; 
Baltimore 
& Ohio 
84^" Bethlehem Steel 420; Brook- 
lyn Rapid Transit 84; California Pe- 
troleum 19; Canadian Pacific 175%: • 
Chesapeake & Ohio 59%; Chicago & 
Northwestern 126; Colorado Fuel & 
Iron 43J/i; Chicago, Mil. & St. Paul 
94%; Colorado Southern 30; Chino 
Copper 47%; Consolidated Gas 136; 
Corn Products 13%; Crucible Steel 
67%; Distilleries & Securities 43%; 
Erie 34%; Erie 1st pfd. 51%; Gen- 
eral Electric 167%; General Motor 
505 Ex div.; Goodrich Co. 70; Great 
Northern pfd. 116%; Great Northern 
Ore 34%; Illinois Central 102%; In- 
spiration Copper 
48; Interborough 


15%; 
Interborough, pfd. 73%; 


Central Leather 5 4 % ; Kansas City 
Southern 24; Missouri, 
Kansas &| 


Texas 3%; Kansas & Texas pfd. 10 
%; Lackawanna Steel 
70; Lehigh 


Valley 77; 
Miami 
Copper 
33%; 


Louisville, Nashville 
126%; .Max- 


fancy 36@40; nearby brown fancy 
32@34; etxras 31@32; firsts 26% 
@28. 


Milk, wholesale price 
per quart 


delivered in New York 4. 


CLEVELAND PRODUCE. 


CLEVELAND, O., 
Aug. 4.—But- 


j ter and cheese, unchanged. 
1 
Live 
poultry, 
fowls 18@19 
a 


pound; 
broilers 
20@26; spring 


ducks 16@17; young geese 15@16. 


Eggs, free cases fresh 
gathered 


Princeton 
Illinois . . 
Plymouth 


The Adamson 


Akron, increase 


000. 


The Shelby Candy and Manufac- 


turing Company, Shelby, $50,000 to 
$125,000. 


The Standard 
Pump and Engine 


Company. Cleveland, decrease from 
$100,000 to $500. 


REAL ESTATE TRANSFERS. -tl 


be quick on typewriter and hav«| 
some knowledge of bookkeeping. 
Must be good business woman. In- 
quire at this office between 4 and 
5 o'clock p. m. 
8-3-ot 


Tbe State of Ohio. Allen County, as. 


Estate of Charles E. Wilson, de- 


ceased. 


Arthur I. Leatberman. of Harrod, 


Ohio. R. F. D. No. 2, has been ap- 


after hoi,' pointed and qualified as Admintstra- 


vendom deftly punched up one , tor of the estate of Charles E. Wil- 


layer of the box bottom to a sharp \ son. late of Allen County. Ohio, 
angle pointed In the middle, propped | deceased. 
It there with paper and then refilled l 
Dated this 26th day of July. m«. 


the receptacle, taking great cnro th«t | 
FRED C. BECKER, 


the 


WANTED— 50 bricklayers and 
50 1 


plasters. 
Apply Robert H. Evans 


& Company, Suite 1005-9 Colum- 
bus Savings & Trust Building, 


7-28-tri-3wks 
Probate Judge. 


NOTICE FOR PAROLE. 


No(|(.ft 


Columbus, Ohio. 
8-3-lwk 


S* 
— 


North Lima 
South Lima 
Indiana 
Wooster 


At Findlaj. 


$1.52 


1,52 
1.38 


Southeastern Obio. 


Pennsylvania 
$2.40 


Mercer Black 
2-00 


Corning . . 
!-y° 


Newcastle . . 
1-°0 


Cabell 
l"j|i) 


Somerset 
1-75 


Ragland 
80 


Real estate transfers 
have 
bren 


filed, as follows, in the office of Re- 
corder Fisher: 


Miner Harrod to Shelby Mumaugh. 


part of lots 52 and 51 in original 
plat of Lima, $1. 


William F. and Abbie S. Hitter to 


Pauline N. Gilham, part of lot 460S 
in Van Dyke's addition to Lima, $1. 


Charles Van Zant to John Nieland, 


let 4977 in Ashton's 
addition 
to 


Lima, $900. 


Mary a Lawlor and others to El- 


mer D. Webb Co , lots 1S'», 18«. 187, 
188 in Anderson's addition to l.mia, 
$1. 


well Motor Co. 1st pfd. 85 
; Mis- 


souri Pacific 4 ?i; Mexican Petro- 


extras 29 a dozen; 
extra firsts 27; 


firsts 25; seconds 19. 


Potatoes, new .crop, 
East Shore 


Virginia $2.65@2.85 a barrel; home 
grown 90 a bushel. 


BUFFALO LIVE STOCK. 


EAST BUFFALO, 
Aug. 4.—Cat- 


tle, receipts 450; market active; 
prime steers $9.50@ 10.00; butcher 
grades $6,75 @ 8.00. 


Calves, receipts $7.00; markets ac- 


tive; call to choice $4.50® 13.00. 


Sheep and lambs, receipts $10.00; 


market active; choice lambs $11.23 
©11.75; cull to fair $7.50@11.00; 
yearlings ?S.OO@9.25; sheep $3.00 


C1XC1NNATI LIVE STOCK. 


CINCINNATI, Aug. 4.—Hogs, re- 


ceipts 3,900; 
slow, 
packers and 


butchers $9.70© 9.80, 
common to 


choice $6.50 @S.75; pigs and lights 
$6.50@9.80. 


Cattle, receipts 800; slow; heif- 


ers $5.00(§7.50; calves steady. 


Sheep, receipts 700; steady; lambs 


active, $5.00@ 11.50. 


TRIFLES. 


Mendicant— Sir, I have paralysis, 


six children to support, m> wife is 
sick and we arc aboui to be dispos- 
sessed. 


Stalled Motorist — Piffle. 
Did you 


ever try to run a second-hand auto- 
mobile?— Life. 


WANTED—A room in good location 


in modern home. 
Close to busi- 


ness section. 
Can give good ref- 


erence. Address "J" care this of- 
fice, 
its 


WANTED—Young men 
an railway 


mail clerks, $75.00 per 
month. 


Sample 
examination 
questiona 


free. 
Franklin 
Institute Dep't., 


325 R, oclie&ter, N. Y. 7-12-2m* 


A-l MECHANIC, just moved here 


irom Detroit, 
wants position in 


local 
service 
Elation. 
Address 


A. K.. Times-Democrat. 
8-2-3t» 


«ald the vendor, addressed. "This Is 
New York, nnd there ar* more trains 
coming with more people."—Every- 
body's Magazine. 


h , r o h r < > n thllt 


» prisoner now couflned In ih» 
M»n«fl«id. Ohio. 


the finest nud freshest looking ber- 


! lies should mako a showy top covering. 
1 One of the spectators grew Indignant. 


I "How In the world," he demanded 


"do yon expect to sell your wares when 1 sho'rkey" 
you openly show that they are not ^^'^ **%"%?£* and r«.«. «o»- 
what they seem to her 
AW, gwan. 
crnnlnB parole» from mid institutions. *o 
rocnmendatloD In the Hoard of Admlnln- 
tration. t>T the Huprrlntcndrnt and Ohtp- 
' Inin ai worthy of <.-nDi>lderatloa for parole. 
I Said application will 
t>f for hearing on 
aud aftiT Aujniitt 1. 1918. 
3. K. CLARK. Chief Clerk. 


7 I4frl3wk 


XO NEUTRALITY THEKE 


I have a -good Jcal of respect for 


the old woman who, in time of \\ar, 


*OK JSAJuB 


FOR SALE—G 
room 
house, just 


completed, modern in every waj , 
m new addition, 
close in; easj 


terms. 
11 you want to buy a nice 


new home in a good location, at 
a reasonable price, seo this. Ad- 
dress O. 11., care Times oUke. 


4t3* 


Greatest Clan en Earth. 


There Is no truth in the legends 


thnt Smith draws his name and blood 
from Shero, son of Noah, whose de- 
scendants wrote their patronymic suc- 
cessively—Sheralt, Shmit, Smith: or 
from thp mythical Phnraoh Smlthosis 
of the Theban line of kings. The name 
has Its root In remote Saxon times, In 
the word "wnltan" (to smite), when It 
wns borne by every man who earned 
an honest living by his arm-muscles, 
whether as black«mlth, wheelwright, 
cnrpentpr or mason. Every Smith la 
a member of the greatest clnn In nil 
the world; for almost every civilized 
land hns Its army of follow Smiths In |irnn-ing-p.role, 
ns many different guises—from the 
Russian Srolttowakl to the Spanish 
Rmitbna, 
and 
from 
the 
Icelandic 


gmlthson to the Mexican SrultU. 


NOTICE FOR PAROLE. 


Notice 
In 
hereby 
given 
that 
Mikt 
Cbelwln, a prUoocr now roottBcd In th* 
Ohio State Reformatory, Mansfield, Ohio. 
In entitled, nnder the law and rulci fov- 
prnulng parole* from wild Institution*, to 
recnnlendatlon to the Board of Adminis- 
tration, by the Superintendent and .t.0»p- 
iHln as worthy of connlderatlon for parole. 
Said nppllratlon will bo for hearing on 
ami after August 1, Iftltl. 
J. K. CI.AUK, Cbltf Clerk. 


7-14frl3wk 


" 
NOTICE FOR PAROLE. 


FOR SALE—Handbome quarler-saw- 


td oak cliuia closet. 
Price reason- 


able. Call High 1'796. 
8-4-3t* 


KUH SALli:-— One 


started 
enemy 


out 
was 


with a poker 
approaching 


\\lion 
She 


th" 


$1J, one $u5 combination book- 
case and writing desk, $12. Good 
lib no\\. Call at 32o North Colletl. 
Phone ilish 3«bl. 


Vacation Friends. 


It's a strange vacation wh«i one 


, doesn't find a new comrade. 
This Is 


baby carriage, j natural enough when every new place, 


«* 


~ 


CHICAGO CASH GRAIN". 


CHICAGO, Aug. 4.—Wheat, No. 


2 red 137%; No. 3 red K*%; No. 


HER PROOF 


"I'\e brought back thoso cg?s you 


gave me this mornin?,'1 said tin new 
bride, as she began to take the .irti- 


leum 96%; New York Central 103 j 
Hogs, receipts 6,000; market slow; 


i/8; New York, N. H. & Hartford 57lyoriters $io.25 @10.30; pigs $10.00; 
%; National Lead 62%; Norfolk & I mixed $10.25 @ 10.30; heavy $10.20 
Western 12S; Northern Pacific 110'@io.30; roughs $9.00@9.10; stags 
%; New York, Ontario & Western j $6.50 @7-50. 
2 6 % ; Pennsylvania 55%; 
Pressed 


Steel'Car 47; Ray Consolidated 22 
%; Reading 03%; Republic Iron & 
Steel 46; Rock Island 18%; Sloss' 
Sheffield 
42, 
Southern Pacific 97 


%; Southern Railway 2 2 % ; Stude- 
baker Co. 124; 
Tenu. 
Copper 24; 


HOLD YOUR 
CROPS 


If you think prices are R«ing up. 
We will loan joii the 


M O N E Y 


You weed on your stork and im- 
plements. 
See us today. Phone 


or write. 


LIMA LOAN CO. 


209 Opera House Blk., Lima. O. 


Over Old Xat'l Bank 


MONKY FOR EVERYBODY 


PITTSBURGH LIVESTOCK. 


PITTSBURGH, 
Aug. 
4.—Cattle, 


supply light; market steadj; choice 
$9.25@9.60; 
prime 
$9.25@9.60; 


good 
$8.50@9.00; 
tidy 
butchers 


$8.00@8.uO; fair $7.25 @ 7.50; com- 
mon $6.00® 7.00; common to good 
fat bulls $4.50 @ 7.75; 
common to 


good fat cows $4.00@7.50; heifers 
$.~>.00@8.50; fresh cows and spring- 
ers $40@80; vea] calves $12.50fi) 
13.00; heavy and thm calves $7.00 
@9 00. 


Sheep and lambs, supply 15 cars; 


market active; prime wethers $8 Ofl 
(<?8.25; good 
mixed 
$7.40 (f* 7.90; 


fair mixed $G.r)0<i5)7.25: 
culls 
and 


on household goods, 
pianos, dta- 


mor.dn, live stock, implements, etc. 


In addition to loaning our money 


much cheaper than others, we as- 
sure vou aiOst courteous considera- 
l'*u at all times. 


Loans tc fartiera, straight timn, 


In amounts to J500. 


o. 


•J hard winter 137%; 
No. a hard j c,es in question 
from 


winter 134%; No. 1 northern spring j . They're duck eggs.' 


her 
basket. 


No. 2 northern spring 134 ys . 


Corn, No. 2 white 83J,i; No. 2 


yellow S3@S4Vi; No. 3 mixed S^Vc 
@ S 3 % ; No. 3 white 83%, No. 3 
yellow S3%@84; No. 4 yellow 82%. 


Oats, No. 3 white 43@i/£; No. 4 


white 42 &@ 43Vi, standard 43%. 


CHICAGO GRAIN CLOSE. 


CHICAGO, Aug. 4.—Wheat, Sep- 


tember $1.34V:>; December $1.38%; 
May $1.43. 


Corn, September SOVi; Decembei 


68%; May 72%. 


Oats, September 43%; December 


46%; -May 49M;. 


Pork, September $24.97. 
Lard, September $12.90; Decem- 


ber $12.57; October $12.27. 


Ribs, September $13.57; Octobei 


$13.2G. 


'Duck eggs'." sneered the sroc.er\ 


boss. 
"You're mistaken, ma'am. 
1 


don't never se'l no duck egg= " 


"But I tested 
them." 
triumphed 


the matrimonial novice 
"I dropped 


them into v,ater and they floated. 
—Exchange 


FOR SALK—7-room strictly modern 


slate 
roof house, 
pavinj paid. 


Corner lot 50x200, good price lor 
caMi, 707 N. West S' 
312 


Notice in hereby 
given tbst 
MtrtlB 
Schmidt, a nrlnoner now conflned In the 
Ohio State Ri-formntory, M«n«fl«ld, Ohio, 
Is i-ntltleil. under tlie law »nd rulei gov- 
frora eald ini>Ututlf)B», to 


rornmehd'ntlnn to the Board of Admlnll- 
truilon. by tbe Siipprlntpndont and Chap* 
Inin n« worthy of consideration for parol*. 
Said application will b* for hearing o» 
nnd nft«r August 1, 1016. 


J. E. CLARK. Chief Cl«h, 


7 HfrlHwk 


even every new year in an old place, 
brings a different combination of hu- 
manity. It's easy to find comrades, for 
everyone Is bent on the same errand, j 
rules are relaxed, and two or three ' 
dnys of play let you farther Into a 
fellow human being's heart than n 
score of conventional meetings. You 


VALUABLE TRACT LAND SELL- 


ING AT PARTITION SALE 


Eighty acres 
of fine marsh land 


owned by the late John S. Shadley. 
abutting 
on tbe 
new brick 
state 


highway and lying 1-2 mile south 
of McGuffey, Ohio, will be sold at 
partition sale at 
the court 
house 


in Kenton, Saturday, 
August 12th. 


1916, at 2 o'clock p. m. 
Appraised 


FOR SALE—Baby chicks at City 


market house, 
Saturday, August 


ith, Barred Plymouth Hocks and 
Hhodo Island 
Keds, 10c 
eacu. 


Last clucks 
this beabon. 
Oscar 


lloltzapylc, Hilda, Ohio. 
2t3* 


begin to know th« man you flsh with, value $14,000; terms of sale, on«- 
and If the biting U poor, you mny | third cash, one-third one year, and 
know him pretty well. Even when com-1 one-third two years. 
This land Is 


pnnlons don't talk much, the thoughts , of the finest corn and onion land* 
that come are likely to be spoken from | in the Scloto 
marsh and all under 


the Inner part of n man that i« very cultivation. 
For further 
Informa- 


far from the surface In working hours, tion inquire of Johnson & Johnson, 


SALE — 20 aew 
nous.es and 


in all parts f>i Lima — 


$l,uut) to < .000. Cash or 


easj terms. ' you w: H to buy 
a home, ' • - 
UB. 
Phone Main 


102t>. Home Builders, Koom 310, 
bavingb 
U 


FOK KENT. 


CLEVELAND LIVE STOCK. 


CLEVELAND, O., Aug. 4.— Cattle, 


receipts 6 cars; 
market 10 tc 15 


lower. 
Choice fat steers 
$SOO(fS 


common $350@5.00; lambs »7.50fi> i &-75' eood to choice butcher steers 


" ! $".00(flS.OO; good to choice heifers 


market • $C.50@7.50; good to choice butcher 


His Test of Greatness. 


He was perched on a broken-down 


fenct* M i i b a Inisebull but o\cr his 
sturdy rlprht shoulder and wns evident- 
ly waiting for the others to tirri\e for 
the game. 
Ahvnys nnxious to Im- 


prove the childi«ib mind, I »t once 
| suggested to him the opportnniite-i for 
| study which hf w:is wnstliiK In the 


profitless time squandered for pleas- 
ure. I toltl him of Columbus, of Wash- 
ington, Lincoln, Grunt. Lee, aiul other 
Immortals, whose names would live for 


i countless years to come. I tried to im- 
! press upon him thnt he should lenrn I FOR KENT—Erie Hotel, 4U rooms 


FOR RENT—7 room modern house; 


Cor. 
Wayne and 
Jamut,on. in- 


quire 614 W. Wayne or phone 
Lake K>76. Property not for !><ile. 


FOR 
RENT—-Apartment 
in 
the 


Manjuette. 540 West Market St. 
Inquire at City Bank. 
7-20U 


-Milwaukee Journal. 


OSSINING, N. Y.—Because 
they 


received too many cash tips, Sing 
Sing prison's 
reception committee, 


whose members guide visitors, has 
been disbanded. 
One "guide1' who 


escaped recently, had enough money 
to hire two autmobiles. 


attorneys, Kenton, Ohio. 


8Ug4-5-7-8 


Arrested for Explosion. 


jL 2 
Kogs, receipts 15 


steady; prime heavy 
10 10; 
mediums 


cars; 
hogs 
$10.1B@10.2u; 


more of these famous persons who 
accomplished so much beforf death j 
overtook them; thnt thr>y should stand j 
out to him ns shining r-xninplos of | 
whnt nipn mny achieve through con- 
sclontu'us nnd consistent eflort, -I 


heavy yorkers, $10.15 @ TO.20; light 
jorkcrs $10.15 @ 10.20; roughs $8 50 


8.8.">; stags $7.00@ 7.2.".. 


bulls $6.00®6.75, 


$5.75 (n G.25; 
$5.00@5.75; 


v.nui*_o uun;iiKi 
, 
J t 
^ . 
«„ 


good to choice I BSkf><1 in sir"1>l0 Phrns<is thnt '"' sltidy ' 
cows 
cows 
«rn m 
« 
common 
cows 


$3.50 (g) 4.50. 


Ask your grocer for 


I 


-f Wheat 


HOME i F-abor 


(. Capiul, 


make TRI^E OF LIMA flcur, 
for 
twrnt'- 
vear<? 
the 
local 


standard winter wheat flour, 
good for oread pies, .cakes and 
r>nstry. 


Manufacturers of 


PRIDE W LIM\ 
CHARM 


CHOICE FAMILY and 


MOD7 L UEST 


Wloar*. 


era to follow In their footsteps. I wns 
deliphterl to see a spnrk of interest 


_, , 
. 
, 
„„, 
, „ 
, kindle 1n his little blnck eyes nt last. 
Calves', receipts 200; steady. Good ] «" .' ^ 
... „„ chirpo(1, ,PaninR a 


to choice veal calves $12 7o@13.00;! m t ) o rrnvnr(, mo. „„„ speaklnjr ln „ 
jfair to good |U .00 ®12.oO. 
; tonp ()f K,,pprf.ssf,rt pxcitement. "could 


, 
Sheep and lambs, receipts 6 cars; l 
(lf (](,m Ruya ritch a curve?" 


i market 
steady. 
Good 
to 
choice i 


i lambs $10.00@I0.75; fa|r to good i 
l$?.50@30.00; 
good 
to 
chole' 


, wethers $7.25(^7.75; good to choice 
ewes $7. 00 ©7. 25; mixed ewes and 
| wethers $7. 25 @ 7. 50; culls and com- 


i raon $4.50@6.00. 


Hogs, receipts 2,500; market 20c ' 


The Sunshine. 


The child's '-linructer In fntnre 


years will reflect ju^f as much sun- 
shine nni1 rliCT us sunvmruU-ii him 
from the enrliosi days. Wi* recocnize 


Linir'.v t'-nt- Uifl child Is a re- 


furnibhed, papered, uainted , 


and decorated. 
Call on premises 


or phono Mum 1087. John O'Con- 
.iel, JU2 N. Jackson. 
7-25-tf 


FOH~llEXT—O-room moder 
house 


with a gara«i;, u uloi'Ks wi-oi ol 
main street 
on West High. 
In- 


quire either 
Main 1158 or Main 


,1500. 
'il" 


KOU KKKT—Koom Ibxoo, ira floor 


i'iiaeg-l)eniociat bulldiug. 
Suit- 


able lor Ustti. laanuracturlng, Job- 


can be divided Into ot- 


Tiittc»-U«»oci»t 


, 
, 


lower. 
Yorkers $10; 
mixed ;io; | nect:>.n of his surroundings. Th« whin- 


mediums $10; pigs 
$S s;,; stags $7.50. 


$9.73; 
roughs l ">K 


TOLEDO LIVE STOCK. 


TOLEDO, 
O., 
Aug. 
4—Hogs, i 


market weak 
10@l5c lower. 
Se-1 


leeted heavies $1 O.I ft fff 10.10; good 
mediums 
$10.00f<» 10.05; 
heavy 


yorkers $10.00; light yorkcrs $!».2,"> 
fftO.90; goodmixed 
$10.00^10.05; 


bulk of sales 
$10.00 (in 10 05; good 


pigs $f>.60<?}>!).75; 
roughs 
J7.00(f(> 


8.65; stags $7.00®8fi5. 


Cattle, market 
steady and 
«n- 


rhungcd. 


Veal cn'voci, m»rl<ct steady 
and 


unchanged. 


Shr*» «v%4 lambs, market strong 


and unchanged. 


Ihfs with irritutil^ people. 


ru-1" 
1 child In not treated courte- 


j ou»Jy. We recognize the beloved child 
. Rt »,nrp. 
Whatever of strength or 


I weakneK^ rnny be hidden In the child's 


hrnrt, hK mnnners and mnnnprinms, 
nr In? rorerso, nrp the reflection* of 
his surroundings. No child spenks « 
bursh word until ho hns heard nn^. 
No child UPS, 
In the essontlnl moaning 


of »hf> form, IT h* Is broughf up In »n 
ntnioxplifro of klndned*. And tho b«>- 
glnnlng of thlK sllont training Is In (hi- 
very beginning of hi* life. 
L<w* snd 


truth muit wr»p tho rradle. Flrmnos« 
and wlf-rontrol must b<» th* mother's 
whllf th«> h*ih* y»t alMpi In her arms. 
—8rtert«Kl. 


U»c The TIMES Want column. 


Ding. or 
fices. 
oftice. 


UiiNT—A suite or two room* 


.urn.aheu lo: light housekeeping 
wita kitchenette. Use ol laundry. 
private entrance, 
226 1-2 South 


Mam St. 
Lake 1300. 
Adult*. 


7-10tt 


FOR RENT-—House, 
strictly mod- 


ern, 6 rooma aud hath, with or 
without 
garage. 
Located 
on 


paveu street; nnisned In oak and 
has electric 
chain 
chandeliers. 


Call High l'J7G. 
7-8-tf 


Candidate, for 
Corner 


Allen County 


V. H. HAY 


UMA, OHIO. 


Subject to Democratic Primary, 


August 8th, 1916. 


CHARLES E. 


& SON 


Funeral Directors 


220 -. MA'V ST. 
Phoao Main 142;. 
«-3tf 


Read thn TIMES want column. 


TIMES «««i a4» work wonders 


am two of the men ar- 


rested In connection 
with the. 


munition)! explosion 
at niack 


Tom, 
Cummunlpaw, New Jer- 


sey. 
Albert M. 
Dlckman 
Is 


agent of the, Lehigh Valley rail- 
road and Aloxandor Davidson is 
superintendent 
of the National 


Storage Company. 


Ohio 
Electric 
Railway; 


EVERY SUNDAY 
— fl.SR— 


to 


TOLEDO 
and return 


)ou' going on trains l*»viftf 


:00 a. m, 7:30 p. m., 8:00 ». 


m., 9:^0 a. m. Returning on aay 
t.aln on date 
of 
salv 
Trail 


leaving Toledo 11:00 p. at. •» 
bvnday . 11- run through to Lima. 


— tO.75— 


to 


INDIAN LAKE 


•Ml retnm 


Good going on tra'.as leaviag 


6:00 
a. m., 7:16 a. m.. 8:00 a 


IP., 9:40 a. m. Returning OB any 
train on date of sale. 


F. A. HUKKKAKDT, 


district I'MMBfter Agent. 


Lima, C. 


W. 8. WHITNEY, 


O. 


\ 


SPAPFRf 


TWELVE 
THE TIMER-DEMOCRAT. LIMA OHIO. FRIDAY EVENING, AUGUST 4, 1916. 


"MM WANTED 
10 BE RECALLED 


POSI 


DMMGES ASKED IN THE 


FINE SIH BRIDGE IXE 


eiieg are ai>ked to join with them 111 
the all daj'b outing 
Six if lit T all 


o\ tr Ailfn count) are united 
L*!n- 


11 «T will be served it noon 


.Mart Ariiisiroi: K drum ' ori'S v ill, 


provide uiufcic 
Old time violin hi--' 


loctioni) will be given b> old 
flJdlers' 


»ho have long i»ln< e Rairtd • rt-jiu- 
tdtion in the post 
M< i.'U r» ••• 
I'H 


UaiiKlitf r-> o. \ <'.< ra:i 
Alii 4\>iM af 


iu a drill 
The 3>rojrr<»ni U .:i (our»e' 


ifrvfd at the ;<ark from 
h'* well 


Slied ba^Vei . v. hu U will j;ra<«- the' 


President's Cousin Argues -a;;-^^ in ^ 


Hughes Made Misstate- Z,™^1^ f£™»m Joha 


ment in Speech. 
c'iebel ""«Js'"t- 


Denies Politics Occasioned 


Change of Diplomats 


C!aim« for more 
than 
$11.000 
In PariS. 
damage;., growing out of 
the con- 


fciructlon of tlio Pine street bridge, 
1. r.e been filed with Service Director 


NEW YOHK 
Aug 
4 -Charles-"etheany. 
Residents of the neiKh- 


Evans Hughes did not tell the frulh | Urnood claim that th.- raising of the 
in his spef.h of a<ceptance wlun !,••, Mr-el 1.-V.-1 and <on-trntiioi. of a;>- 
ieclarcd M.ron T. Herntk «„„ „- prodM.pa to tho brWsr h.ne senousl, 
SedL "ambassador to Frame rorj'^reased th, va.u, of tne.r Iirop- 
dolltkal reasons according to John •<•">• 
Wilson, 
of Franklin, Pa., a fim 


-oiibin of the president 


Mr. Wilson 
happened 
into the 


jcadauarters of the democrats na- 
ional committee today and he was 
jxceedmglj wrathy about tbt state- 
ment Of ..Mr HuKne«, and he flid not 
•nmoe words 
in tcllins 
*»at he 


hough about it 
"Mr. Hughes' reference to Ara- 


sassador Herrirk 
in his Carnegie 


nail speech." Mr. Wilson haul, 
w a < 


aot in accordance with tho facts and 
was entirely unjubtified. 
I visited 


vir. 
Hernck in Pans shortly befoie 


he outbreak of the war and ho told 
me that he earnestly desired to be 
•eralled, that ho did not wish to hold 
Us place any longer 


"1 discussed with the ambassador 


he opportunities in store for him if 


1C remained 
in France, but h 
in- 


,isted he wanted to retuin homt 


"Vot long after 
niv visit to Mr 


lerrifk," the president'^ rousin (on- 
inued, "Mrs Howe, the pieslrtents 
lister,'was a guest at the embassy 
n Paris, and a member of Mr. Her- 
•lelc's family 
said to her- 
'Mra 


iowe, won't you please use >our in- 
luence with jour brother and have 
he ambassador called back home? 
know he does not want to stay here 


RELIEF CORPS REMEMBERS 


BOYS AT STATE CAMP! 


Mart 


AK-. 


Armstrong \\ ooun •> Kelief 


, hd» i«.4nt by i/arcel j><;--t. l u O ' 
oiitaiiiiii^.1' .*tr'*Jlf», 1*111^ Ibredd, 


IjUlio^A 
lO Ui^ 
* uj ^ ut 
C-OUi 


C. The »ork of the \Soiaana1 


r Corj>b 
is to assist the 
;>ol- 


and 
rneai^ers of t'Jf corps' 


1} elljo^d :iiakliiK these out-1 
for J.inid bo^s 
<*t th«- 


•I 
0 


D 


I 


MMitON 
John McRfl 
and 
AJ- 


Kii-.t Kol<» >. sailors a.ioard the KaU 
ei \\ilbcliii 
II. 
jntf-iied 
in 
this 


tounm iiaie gone to work here a^ 
8 


Mil/TV KOU COI'XTV Sl'BtEVOK. 


Born and raised on the farm 
A i 


life-long Ijciuocrai A graduate dull 
Knginc-t-r 
Twelve joars f-xperif-m - 


For nine jcars ha« been engaged in! 
survey and (Onstruct.on of modern 


I 


'1 hose dalluin;; fidinagt c from llm 


it> and the amounts 
asked are: 


John \shton, JJ.ftfli), Clara M>er9 
t'.oo. Cmma Mceks 
$,;,n<i<>. e 
K 


ll.SOfl, T r 
LPUIDI, $1,250, 


Turner. $.150. E 
\ 
McHeth. 


$'.',000, K (' 
\sh, $8,;--, and Mary 


Looker, $T",0 
Total $1 t,2R.", 


Metheanv w|!| ;irp--ent the claims 


o the ut\ toiiiuil Mondav night and 


instnictions 


my longer.' 


"I know Col 
Herrick ^ery well, 


,Ir. Wilson added, "and I know that 
le is an honorable man, and I feel 
iure he cannot sanction the state- 
nent made by former Justice Hughes 
n his Carnegie hall speech. 


"Furthermore," 
the 
president's 


•ousm continued, "It should be re- 
membered that 
Mr. Sharp was 


lomted ambassador to France botore 
he war broke." 


.lust Ihc Thing for Diarrhoea. 
"About t\vo years ago 1 had a «o 


rere attack of diarrhoea which lasted 
^ver a week." writes \V C Jones 
Duford, N D 
"I became so weak 


hat 1 could not stand upright 
Iruggist recommended Chamberlain s 
Tollc, Cholora and Dmrrhoca Ucm- 
"d> 
Tho first dose rolievod PIP and 


within two da.vs 1 \vas 
as well as 


Mcr" 
Main diiiKKists rooommond 


his remodj heiaiiho thov know that 
t is 
reliable 
Obtainable eveiv- 


where. 
mon-ved-trl 


1XTKULUBAN DKLAIED. 


I»EVV 
in fr.lt TORIES. 


COM' M HIS, O, AUK 
* —A 


ere blow to niany factories "- 
ed throughout the Ohio valley and | 
he hako lino reRion is t ontainod in 
he <t<tlon of the Ohio Knel Sup|>l> 
•ompan> at Pittsburgh 
uous \oto the illrp( tor-i 


B> 


t/ 


discontinue supplying natural gas toi 
nj»nufa< tnr'ns; puri)ci-j, alter Oi to- 
>cr 31, I'M 6. in order to save the 
supplj for domestif use 
This step 


lad been advised bv the gas oxpeit 
of the Ohio public utilities <ommis- 
sion following a shottage in g,i? in 
ake cities last winter. 


Allen county 
ned« * competent 


County Survejor 
Vote for 


Hiltv and take no i hancos -Adv 


BAYOXNE. 
N 
J 
Ignoring 


ewelry, monev and silver-ware, two 
mrelera stole sandwiches from the 
iiev 
S R Rethnitzer's 
home and 


ater purloined fiuit and preserves | 
from the home of Klojd Davis. 
I 


HOTEL l»° R«">"» 


D 


D 
ft 


D 


D 


D 


D 


COLUMBUS 


FIREPROOF 


BOOMB fl — with Prhr*t« B«th f 1.M 


The tars of the Ohio Electric on I 


he Spiinghelil line, were deUvod ' 
'or an hour this morning when an 
'Irclrical storm at Sprmghelil biiinet. 
>ut one oi tho transfoi mors 
The, 


torm occurred about '•even o clock j 
hib morning and caused tonsidiM-i 
i)ik power 
tioublc 
to 
the Ohio 


•Icrtru people 
\tttr an houi ul 


If lav tart- started lunnins again 
' 


; A'U 
CHI 
i 


Mail 
Armstrong 
post. 
Grand 1 


U m > ot the HepublH aiul kindled 
wtriotu hOiiotlcs, vMll hold au out 
JIK and piiniL on \\cdnesdaj, Aus 
i^t '», at "\l(Culloush Like i>ark Wo 
iu n ol the Reliel coil's, Sons .mil 
liughterb 
ot 
Vi'tcratib 
Spanish 


\morii an Wai AciPians, thoti ,ui\il 
a^j, v\i\Cb and lULiult. oi tho »oci 


SO ENERGY, 


BREATH BAD, 


LIVER CLOGGED? 


I WmPfil.i-.-lul ul 'lullo \\ator W i l l 


Got > < > u r Li\rr (.11111^ and Mnkt* 
j 


Ion I ct'l I mi- in Half 


an Houi. 
i 


Your l i \ p i i1! f.uih 
IK CRing \oti 


01 
iol|>' 
I un r iu h n< h tooil (Hi' 
1 


u>t eii'Minli i xori iso in UK opta <in 
1 ho liui 
Ills tn < u m c (lo^LPd and 


s forunf, ihi 
iU b.H K into tho s\s i 


cm 
\oiii skin bcionies ^ t l l o w ho 


aiisc tlio hlh is In inn ii'istuliotl 111(0 
ho blood 
It i.psi is tlio htom.ii 'i 


•ausini; ,., is 10 lorin 
\oiii bioal i 


•ois hail 
\niii 
toiiRii ' t oatcd 
^oii 


,it i on lip.itcl .mil Miiii nor\0b aroi 
in t(Uc. 


doi 
,1 1 - i i n t hnltto of ronion 


i i f j 'I olio \\.it-i 
l oin tho 
clruK 


.toio- <li ink ,i t h u d ol a tnmhloi fill 
n a Klass ol 
plain 
w . i t i i liifoio 


iioakiast 
[n b lit an hour it 
\ \ i l l j 


lush out tlio ink tubes n'alls bnthe 1 
hr hvci, anil expel tho waslo from 
he fAstom 
^0111 skin \ < i l l < lonr up! 


iml \our hi eat h liomnio puro and' 
tuoet 


Continue to dunk a u ineglas-sf.ul 


•>{ Tollo \\atci 
h> icro hioaktast for 


,o\rral 
da\s .ml 
\oui 
natural 


loalthy ooloi 
\<,ill n t u r i i — \ o i i i en- 


>rKV and stiongu will lomo hm k 


lollo \ \ a t i i tomes irom Duwsson 


•"prinKs, the Unions Kenturk> health 
•csort 
It does not ,ut like drugs 


md oils that fon o and nntato, loin 
ng you weak an dexliaiiMod, but 


In Nature s wn\ 
]iishcs and hath •. 


\ on more 


every da}. 


After tlio sMn 


md iK-althj, 
an 


and cn- 


1 MS booomo clour 


ot rnsi mnl wmo- 


?lr.ssfiil fn a glass of plain water he- 
or»> breakfast will Kocp \o\ir In or 
idivp, .vour 
bo^ola 
regular, jour 


itomach rlonn KUd ready to digest 
inytblng yon tfXQt to cat. 


EASY 


To Discuss In Advance 


DOES NOT ALWAYS MEAN EASY TO 


TALK IN THE END. 


Because a thing sounds well be- 


fore it is tried, doesn't mean that 
it will sound so well after trial. 


That's why "Safety First" has 


become a national idea. 


The lii'ht btep in the "Sat'et\ First*' sys- 


tem is the culti\ation of the habit of inu-b- 
tii^ation. The man \\ho takt'b the precau- 
tion to look ahead lareU lo-se^ out in the 


* 
finish. The one \\ ho jumps at e\ er\ bait 
danyled beh>rc him gctb main a bump. The 
-ame i ule applies t« cities. 


An excellent opportunity for the public 


of Lima to do a little investigating has aris- 
en because of the attack of certain interests 
upon the local telephone company. Peti 
tion circulators desire to force an election 
to condemn the Lima system and to make 
it a city-owned institution. The following 
questions should be investigated by every 
voter before boosting along the proposal: 


1. Why has municipal owner- 


ship of telephone systems never 
been tried before in the United 
States? 


2. Why is the American service 


so far ahead of the telephone ser- 
vice in Europe, where the govern- 
ments are the owners? 


3. What guarantee 
have tht> 


taxpayers that a municipal tele- 
phone plant would not be made the 
plaything of partisan patronage- 
brokers with jobs to offer for polit- 
ical work? 


4. Could the city run the plant 


as well or as cheaply as a company, 
without hiring amateurs on the 
economy plea or political appoin- 
tees on the party harmony plea? 


5. Could the city sell the mort- 


gage bonds? 


6. What security guarantees tho 


portion of the bonds falling under 
the limit prescribed by law? 


7. Is this a test case to settle dis- 


puted legal points, an entering 
wedge for general government 
ownership, or a play for political 
advantage? 


Answer These Questions for Yourself 


Before Signing Any Petitions. 


Tke Lima Telephone and 


Telegraph Company 
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E. BLUEM 


Many Special Values for Saturday—at Bluem's 


Women's Cool Summer Frocks at These Prices 


WiR Not Last Long~$3.95, $4.95 and $6.95 


Values Up to $10.00 


D 


D 


D 
nu 


> women are being made comfortable and happy with 


the pretty Summer Dresses they purchased at Bluem's the 
past few days. We have one for you, too, and at just the 
right price. Our entire line of Summer Dresses have been 
reduced for quick clearance—and you will find some good 
picking among them. Dainty white and printed voiles, sheer 
organdies, batistes, fancy nets, white and dainty colored pop- 
lins, linens, sport stripes and other weaves. 


Then there arc all sizes among them —16, 18, 36, 38, 40, 


42 and 44. Choose while we have plenty good styles in your 
size. Prices range— 


$7.95 to $10.00 Dressees, now $6.95. 
$6.95 to $8.00 Dresses, now $4.95. 
Dresses Worth Up to $7.95, now $3.95 


Hot Weather Wash Fabrics at Melting Prices 


Women who prefer to make their own gowns and house dresses will find some wonderful values 


being offered iu our Wash (Joods hection. All new style weaves and in neat, pretty patterns and col- 
ors. Select while the assortments are good. 


34 in. wide, now 19c yard. 


Wash Fabrics that were priced up to 35e yd., 


in printed flaxons, voiles, crepes, silk eponge, etc., 
now 14c yd. 


15c Ripplette, the kind that needs no ironing, 


choice styles, now 12c yd. 


25c and 29c Wash Fabrics in stripes, ratine 


and linen finish materials, suitable for wash suits 
and skirts, now lOc yd. 


Lawns and Batistes that were lOc, 12i4e and 


15c yd., light and dark colors, now 8c yd. 


(Annex, first floor) 


Very Special.—75c Voiles, about 300 }ds. in 


the lot, a tine imported fabric, in printed patterns, 
pinks, blues, etc., go Saturday at 50c yard. A 
splendid chance to secure a tine dross for little 
money. 


Dress Linens worth up to 69c yd., in plain col- 


ors and htnpes, many pre-shrunk pieces among 
them, suitable for suits, skirts and boys' suits, go 
at 25c yard. 


25c and 30c Woven Flaxons and Imported Tis- 


sues, all colors, 28 and 32 in. wide, now 21c yd. 


25c and 39c Sports Stripes in different colors. 


Women's Waists, 95c 


A frcbh lot of Women's White Wash Waists, in 


organdies, ^nles and batistes, very pretty new 
htyles, many with the new large collars, go on sale 
Saturday at 95c each. (Main entrance, center sec- 
tion). 


$2.75 to $4.00 Curtains 


Now, 
$1.98 Pair 


About 200 pairs of Curtains are on sale for 


toda\ and Saturday at $1.98 the pair. These are 
regular $2.75, $3.00, $3.23, $3.30 and $4.00 Cur- 
tains and among them yon will find some rare 
haru.iiiN in marquisette, lum-lty net, filet and net 
\\ca\e-.. Colors—\\lute. ivory and drapery e -u. 


(Annex, Second tn on 
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Knit Underwear Specials 


Women's $1.00 Union Suits, different btylot., bro- 


ken lots, now 79c. 


Women's Union Suits, \alncs up to .$2.50, odd 


loK .it low prices. 


Misses' 25c Union Suits, drop seat, cuff or lace 


knee, broken sizes, 19c, or 3 for 50c. 


Children's 50c Union Suits, all bt\ les and sizes, 


43c; 
regular 2.">c rallies, 21c. 


Children's lOc Vests, wine: slee\ e, 7c, or 4 for 25c. 
Men's $1.50 Knit Union Suits, all styles, white 


and o«-ni, now $1.29; .$1.00 \alue, 79c. 


Men's Dimity Union Suits, athletic stylo, now 


43c. 


Men's 25c Shirts and Duawers, balbriggaii, now 


21c. 


Marquisette-"Extra Special 
One t.ihle of Marquisette for curtains, a good 


(piahtx, 'US in. >\ide. in white, cream and ecru, go 
for tod.i\ and Saturday only, at 12c yard. 


(Annex, Second floor) 


Women's Gowns, $1.00 


One lot of Women's Batiste downs, flesh color, 


tine quality, lace trimmed, a very good value, at $1 
each, Saturday. 
(Annex, first floor) 


White Waistings Less 


Sheer White Waistings and dress materials that 


were 2V to M.OO vd., pretty fancy \\ ea~\ e*>. go nr»\\ ,it 
15c, 29c, 39c and 65c yd. 


White Skirtmgs, some special value* at 25c to 


75c yard. 


i+c==a+i 


A Sole of Children's 


Dresses—Annex 


Mothers will find some wonderful bargains in 


Children's White Dresses in sizes 6 to 11 yr., beau- 
tiful new styles made up of the very best organdies, 
voiles, nets, lace combinations, batistes and lawns, 
all very neatly trimmed, many with bright color rib- 
bon sashes, at greatly lowered prices for quick clear- 
ance. These are Dresses that sold at $1.50, $2.50, 
$3.75, $4.50, $5.00 to $18.00, now marked much less. 


Annex, First floor) 


$5.00 and $6.50 Skirts 
Go Saturday at $3.95 


You will find some good Separate Skirt bar- 


gains Saturday at Bluem's. A big lot of regular 
$5,00 and $6.50 sport stripe skirts, in blue-and- 
white, blaek-and--\\hite, rose-and-white and green- 
ancl-white, finest quality material, good sizes, 
go at $3.95. 


(Ready-to-Wear section) 
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Mulin Underwear at Half 


A big lot of odds and ends in styles, materials 


and sizes of Women's Muslin Uuclerwoar have been 
thrown out on our tables for Mid-Summer Clear- 
ance, at half price and less. Some soiled from hand- 
ling, but mostly fresh and clean. Among the lots 
you will find Petticoats, Gowns, Combination Suits, 
Drawers and Princess Slips of finest quality. Be 
sure to get your share. 
(Annex, First floor) 


Children's Hose, 2 pr. for 25c 


One table of Children's fine ribbed Hose, double 


toe and heel, black or white, all sizes, a regular 15c 
value, 2 pairs for 25c. 


Also, odd lots in Ilosieiy for \\omen and chil- 


dren at greatly reduced prices. Not many pairs of 
a kind: 


Mid-Summer Safe 
oi House Dresses 


Regular $1.25 House Dresses of sheer la\\ ns and 


percales, in light colors, all pretty styles suitable 
for house and porch wear, now 98c. 


$1.50 House Dresses of white and printed ba- 


tistes and flaxons, fancy styles, now $1.30. 


House Dresses of woven tissues, flaxons and 


printed voiles, a lot of pretty styles that sold up to 
£3.90, go in one lot at $2.50 each. 


Extra Size Dresses in sizes 48 to 56 in. bust meas- 


ure, 
made up of medium and light percales, regular 


tfl.00 valuoh. now $1.25. 


Most of the above Dresses are of the celebrated 


Klectric Brand, and many of them are adjustable 
models. 
(Annex, First floor) 
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G. E. BLUEM 


Odd* and ends 
In Hosiery at 
C 1 P a r a n o? 
prices tomor- 
row. 
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